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• Before using your camera, read this manual carefully to ensure correct use. 

• We recommend that you take test shots to get accustomed to your camera 
before taking important photographs. 

• Please observe the safety precautions at the end of this manual. 

• The screen and camera illustrations shown in this manual were produced 
during the development stages and may differ from the actual product. 
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Gather these items (box contents) 




Digital Camera Strap LI-42B 

Lithium Ion Battery 




LI-40C USB Cable AV Cable OLYMPUS Master 2 

Battery Charger Software CD-ROM 

Items not shown: Advanced Manual (CD-ROM), Basic Manual (this manual), warranty card. 
Contents may vary depending on purchase location. 




• Pull the strap tight so that it does not come loose. 
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Prepare the camera 



a. Charge the battery 




Light Off: Charging complete 
(Charging time: Approx. 5 hours) 



• Battery comes partially charged. 

b. Insert the battery and an xD-Picture Card (optional) in the 
camera. 
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Prepare the camera 




Insert the battery by putting in 
the T marked side first, with 
the O marks toward the 
battery lock knob. 

If you insert the battery incorrectly, you 
will not be able to remove it. Do not use 
force. Contact authorized distributors/ 
service centers. Damage to the battery 
exterior (scratches, etc.) may produce 
heat or an explosion. 



Battery lock knob 

To remove the battery, slide the battery 
lock knob in the direction of the arrow. 



• Orient the card as shown in the 
illustration and insert it straight 
into the card slot. 

Insert the card until it clicks into place. 



To remove the card, push it all the way in 
and release it slowly. Then grasp the card 
and remove. 




• You can shoot pictures with this camera even without using an optional 
xD-Picture Card™ (hereinafter referred to as "the card"). If an xD-Picture Card 
is not inserted, your pictures will be saved to the internal memory. 
For details on the card, please refer to the Advanced Manual. 



Index area Notch 
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Turn the camera on 



This explains how to turn on the camera in shooting mode, 
a. Set the mode dial to QQSJ. 




When shooting still pictures (shooting mode) 



When shooting movies 



(shooting mode) 

When viewing pictures 
(playback mode) 



Still picture shooting modes 



a 

SCN 



This function allows you to shoot with the camera's automatic settings. 

The camera automatically sets the optimum aperture value and shutter speed. 

This function allows you to shoot pictures by selecting a scene according to the 
shooting condition. 



GUIDE 

b. Press the POWER button 



This function allows you to set the target items by following the shooting guide 
displayed on the screen. 




• To turn off the camera, press the POWER button once again. 



The directions of the arrow pad (A'vKlO) are indicated with 
A'sTCO in this manual. 
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Set date and time 



sout the date and time setting screen 



Y-M-D (Year-Month-Day) 




Date formats (Y/M/D, M/D/Y. D/M/Y) 



Exits a setting. 

a. Press the button and the ^70 button to select [Y]. 

• The first two digits of the year are fixed. 



A M button 




button 



© 

Y M D TIME 



CANCEL»H 



b. Press the button. 




ft joKiHiHcm button 



c. Press the A 12 button and the V0 
button to select [M]. 



Y M D TIME 



CANCEL»BD 
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Set date and time 



d. Press the button. 

e. Press the A M button and the 
button to select [D]. 



f. Press the button. 

g. Press theAH button and the 
button to select the hours and minutes. 

• The time is displayed in the 24-hour format. 



h. Press the [>^ button. 

i. Press the A 12 button and the V0 
button to select [Y/M/D]. 



© 

Y M D TIME 



2008. 08. 2j] 



CANCEL*!]™ 



© 

Y M D TIME 



2008.08.26 12:£B ► Y/M/D 



CANCEL»H SET»[OKl 



® 


Y M E) TIME 




2008.08.26 12:30 








CANCELS 


SET*[OK] 



j. After all items have been set, press the |qk/func| button. 

• For precise time setting, press the |«™| button as the time signal strikes 00 seconds. 





The number of storable still 
pictures is displayed. 
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Select a language 



a. Press the MENU button to display the top menu. 




b. Press the [>^ button to select [SETUP], and press the |qk/func| 
button. 




c. Press the AH button and the button to select [fr£=)], 
and press the [qk/func| button. 




d. Press the arrow pad to select a 
language, and press the |qk/func| button. 

• You can add other languages to your camera with the 
provided OLYMPUS Master software. Please refer to the 
Advanced Manual. 





(englishJ) 


1 a*R 


FRANCAIS 




DEUTSCH 




ESPANOL 


+S <**> 


ITALIANO 


may 


BACK»S 


SET* [OK] 
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Take a picture 



a. Hold the camera 



Horizontal grip Vertical grip 




En 



Place this mark over your 




The AF target mark lights in green when the focus and 
exposure are locked. The shutter speed and aperture value 
are displayed. 

If the AF target mark blinks in red, the focus is not adjusted 
properly. Try locking the focus again. 



c. Shoot 




ID 



View pictures 



a. Set the mode dial to H. 




( ) 

a. Press the button and the button to display the picture 
that you want to erase. 

b. Press the fi*/^ button. 




c. Press the A 12 button to select [YES] and press the |qk/func| 
button to erase the picture. 



AB button 



Basic operation 



Shooting Mode buttons 



While in shooting mode, use these buttons for quick access to some of the more 
commonly used features. 




© <]& button (Macro Mode) 

Use macro or super macro mode when taking close-up pictures such as of a flower. 
0 AS button (Exposure Compensation) 

Use this setting to overexpose (+) or underexpose (-) a picture. 
0 0£ button (Flash Mode) 

Select from 4 flash modes - Auto, Red-eye reduction, Fill-in flash, or Flash off. 
© V0 button (Self-timer) 

Select the self-timer to delay the shot approximately 12 seconds from when the 

shutter button is pressed. 

© (ok/Sc) button (OK/FUNC) 

Displays the function menu and sets the functions often used in shooting mode. 

Also confirms and sets your selection of menu items. 
© MENU button (MENU) 

Press this button to display the top menu. 
© B/fl button 

Press H in shooting mode to switch to playback mode and display the last picture 
taken. 

0 button 

Press in shooting mode to turn on or off Shadow Adjustment Technology. This 
function makes the subject's face appear brighter even against backlight. 

© DISP./© button 

Press DISR/0 repeatedly to display the composition guide lines and histogram. 
Select a menu item, and press DISR/0 to display an explanation of its function. 
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SCN Modes (Scene) 



This function allows you to switch the SCN (scene mode) according to the subject. 
O Set the mode dial to SCN 

0 Press Z^\7 to select a scene mode, and press [qk/func| . 




Shooting SCN (Scene) Modes 

• PORTRAIT • SELF PORTRAIT • SHOOT & SELECT1 

• LANDSCAPE • AVAILABLE LIGHT* SHOOT & SELECT2 

• LANDSCAPE+PORTRAIT • SUNSET ■ BEACH & SNOW 

• NIGHT SCENE 'FIREWORKS • PRE-CAPTURE MOVIE 

• NIGHT+PORTRAIT • CUISINE 

• SPORT • BEHIND GLASS 

• INDOOR • DOCUMENTS 

• CANDLE • AUCTION 



This mode lets you shoot as close as 20cm/7.9 in. (wide) and 60 cm/23.6 in. (tele) 
from your subject.(when the zoom is set for the zoom-in angle) to your subject. 
s% Use this mode to take pictures as close as 3cm/1 .2in. to your subject. In & mode, 
the position of the zoom lens is fixed. If the distance between the camera and 
the subject is over 70cm/27.6in., the picture will be out of focus. 

O Press 

0 Press <X> to select [Jl] or [ s %] and press |qk™c| . 



B 



c 
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O Press V0. 

0 Press to select [ON], and press [ok™]. 

0 Press the shutter button fully to take the picture. 

• The self-timer lamp lights for approximately 1 0 seconds after ^sssa 
the shutter button is pressed, then starts blinking. After 
blinking for approximately 2 seconds, the picture is taken. 



Self-Timer Lamp 




O Press 0^. 

0 Press <X> to select the flash mode, and press |qk;fu«| . 

© Press the shutter button halfway. 

• When the flash is set to fire, the i mark lights. 

O Press the shutter button completely to take the picture. 



Icon 


Flash Mode 


Description 


AUTO 


Auto flash 


The flash fires automatically in low light or backlight 
conditions. 


<§> 


Red-eye 
reduction flash 


This emits pre-flashes to reduce the occurrence of red- 
eye in your pictures. 




Fill-in flash 


The flash fires regardless of the available light. 


© 


Flash off 


The flash does not fire. 
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Power Save Feature 



J 



• To save battery power, the camera automatically enters sleep mode and stops 
operating if not used for 3 minutes in shooting mode. Press the shutter button 
or zoom button to reactivate the camera. 

• If the camera is not operated for 1 5 minutes after the camera enters sleep 
mode, it automatically retracts the lens and turns off. To resume operation, turn 
on the power again. 
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Menus and settings 



C 




Press MENU to display the top menu. 






EXIT»H SET ♦ [OKI 



Top menu in shooting mode 




0 Use the arrow pad (£^7<X>) to select menu items, and press |qk/func| to set 
them. 

■ IMAGE QUALITY 

Set the image quality of the picture you will shoot according to its intended purpose. 

■ RESET 

Return the changed shooting functions back to default settings. 

■ CAMERA MENU 

Adjust various shooting settings. 

■ SETUP 

Set the date, time, language, and operation sound, etc. 

■ PANORAMA 

Taking and combining panoramic pictures. An Olympus xD-Picture Card is 
required. 

■ SCN (Scene) 

Select the scene according to the subject and shooting condition when the 
SCN mode is selected. 

■ SILENT MODE 

Mute operational sounds that occur during shooting and playback,warning 
beeps, shutter sounds, etc. 



c 




) 



© From the top menu of playback mode, select 



ALL mm&i 




AsAUTieM HtiAaois all 



• All the pictures are erased. 



!3> 




BACK»S 



SET»[OKl 
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Connecting the camera 



( ■JiMlM ^ 

Use the AV cable provided with the camera to playback recorded images on your 
TV. Both still pictures and movies can be played back. 

© Make sure that the TV and camera are turned off. Connect the multi-connector 
on the camera to the video input terminal on the TV using the AV cable. 



Multi-connector 



Connect to the TV's video 
input (yellow) and audio 
input (white) terminals. 




Connector cover AV cable (provided) 



0 Turn the TV on and set it to the video input mode. 

• For details of switching to video input, refer to your TV's instruction manual. 

© Set the mode dial to H, and press POWER to turn the camera on. 

• The last picture taken is displayed on the TV. Use the arrow pad to select the picture 
you want to display. 
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Direct Printing (PictBridge) 



Using the provided USB cable, you may connect your camera directly to a 
PictBridge compatible printer to make prints. 

© In playback mode, display the picture you want to print out on the monitor. 

0 Connect one end of the provided USB cable into the camera's multi-connector 
and the other end into the printer's USB connector. 



Multi-connector 




Connector cover 



USB cable 



Press HAQi- 

• Printing starts. 

• When printing is finished, disconnect the USB cable 
from the camera with the picture selection screen 
displayed. 




EASY PRINT START » J1 
PC /CUSTOM PRINT»|OK| 
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Transfer images 



a. Install the software 



O Insert the OLYMPUS Master 2 CD- 
ROM. 

©Windows: Click the "OLYMPUS 
Master 2" button. 
Macintosh: Double-click the "Setup" 
icon. 

© Simply follow the on-screen 
instructions. 



b. Connect the camera to the computer 

© Connect the camera and computer using the USB cable (included). 
• The monitor will turn on automatically. 



Multi-connector- 




Connector cover USB cable 

© Select [PC] on the monitor,and press |qk/fumc| . 



• Your PC will now recognize your camera as a 
removable storage drive. 



j i^wi 



USB 










c 


pc ; 








EASY PRINT 






CUSTOM PRINT 






EXIT 




SET»|QK1 
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c. Transfer images to the computer 



O With the camera now connected, 
open OLYMPUS Master. 

0 Click "Transfer Images" on 
the browse window, and then click 
"From Camera" "•'« . 

0 Simply follow the on-screen 
instructions. 



"Transfer Images" button 











II til MS IB BB EBB 
■■■■■ I liHiU 


i 





Tips 



• For more detailed information regarding camera setup and usage, please refer 
to the camera's "Advanced Manual" provided on CD-ROM. 

• For additional assistance, refer to the "Help" file in the OLYMPUS Master 
software. 
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OLYMPUS Master Software 



OLYMPUS Master Software: Use this software to download 
pictures from the camera, view, organize, retouch, e-mail and 
print your digital pictures and movies and more! 




# System Requirements 



OS 


Windows 2000 Professional/XP/Vista or Mac OS X (v1 0.3 or later) 


CPU 


Pentium III 500 MHz/Power PC G3 500 MHz/Intel Core Solo/Duo 
1.5 GHz, or later 


RAM 


256 MB or more 


Hard Disk 


500 MB or more free space 


Connection 


USB port/IEEE 1394 port 


Monitor 


1024 x 768 pixels resolution or more with minimum 65,536 colors 
(Windows), 32,000 colors (Macintosh) (1 6.77 million colors or more 
recommended) 


Other 


Internet Explorer 6 or later (Windows), Safari 1 .0 or later, QuickTime 
6 or later (Macintosh) 



For the latest support information, visit the Olympus website 
(http ://ww w.oly m pus.com/) 




User Registration 



Register your camera when you install OLYMPUS Master to activate your 
warranty, receive notifications of software and camera firmware updates, 
and more. 
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Specifications 



> Camera 



Product type 
Recording system 
Still pictures 

Applicable standards 

Sound with still pictures 
Movies 
Memory 

No. of pictures 
(when fully charged) 
No. of effective pixels 
Image pickup device 
Lens 

Photometric system 
Shutter speed 
Shooting range 



Monitor 

Flash charge time 

Outer connectors 
Automatic calendar system 
Operating environment 
Temperature 

Humidity 
Power supply 

Dimensions 

Weight 



Digital camera (for recording and playback) 

Digital recording, JPEG (in accordance with Design rule for 
Camera File system (DCF)) 

Exif 2.2, Digital Print Order Format (DPOF), PRINT Image 
Matching III, PictBridge 
Wave format 
AVI Motion JPEG 
Internal memory 

xD-Picture Card 16 MB to 2 GB (TypeH/M, Standard) 
Approx. 1 90 

(based on CIPA battery life measurement standards) 
8,100,000 pixels 

1/2.35" CCD (primary color filter), 8,500,000 pixels (gross) 
Olympus lens 6.4 to 32.0 mm, f3.3 to 5.0 
(equivalent to 36 to 1 80 mm on a 35 mm camera) 
Digital ESP metering, spot metering system 
4 to 1/2000 sec. 

0.7 m (2.3 ft.) to w (W/T) (normal) 

0.2 m (0.7 ft.) to do (W), 0.6 m (2.0 ft.) to m (T) (macro mode) 
0.03 m (1.2 in.) to 0.7 m (2.3 ft.) (W only) (super macro mode) 
2.7" TFT color LCD display, 230,000 dots 
Approx. 2 sec. (for full flash discharge at room temperature 
using a new fully charged battery) 

Multi-connector (DC-IN jack, USB connector, A/V OUT jack) 
2000 up to 2099 

0°C to 40°C (32°F to 104°F) (operation)/ 
-20°C to 60°C (-4°F to 140°F) (storage) 
30% to 90% (operation)/10% to 90% (storage) 
One Olympus lithium ion battery (LI-42B/LI-40B) 
or Olympus AC adapter 

96.4 mm (W) x 56.5 mm (H) x 24.0 mm (D) (3.8 x 2.2 x 0.9 in.) 

(excluding protrusions) 

130 g (4.6 oz) (excluding battery and card) 



"Shadow Adjustment Technology" function contains patented technologies from Apical 
Limited. 



3) 

apical 
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(Lithium ion battery (LI-42B) 



Product type 
Standard voltage 
Standard capacity 
Battery life 

Operating environment 
Temperature 



Dimensions 
Weight 



Lithium ion rechargeable battery 
DC 3.7 V 
740 mAh 

Approx. 300 full charges (varies on usage) 

0°C to 40°C (32°F to 104°F) (charging)/ 
-10°C to 60°C (-4°F to 140°F) (storage)/ 
-20°C to 35°C (-4°F to 95°F) (storage) 
31 .5 x 39.5 x 6 mm (1 .2 x 1 .5 x 0.2 in.) 
Approx. 15 g (0.5 oz) 



(Battery charger (LI-40C) 



Power requirements 
Output 

Charging time 
Operating environment 
Temperature 

Dimensions 
Weight 



AC 100 to 240 V (50 to 60 Hz) 
3.2 VA (1 00 V) to 5.0 VA (240 V) 
DC 4.2 V, 200 mA 
Approx. 5 hours 

0°C to 40°C (32°F to 104°F) (operation)/ 
-20°C to 60°C (-4°F to 140°F) (storage) 
62 x 23 x 90 mm (2.4 x 0.9 x 3.5 in.) 
Approx. 65 g (0.5 oz) 



Design and specifications subject to change without notice. 
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Safety precautions 









A 


CAUTION 


A 


RISK OF ELECTRIC SHOCK 
DO NOT OPEN 








CAUTION: TO REDUCE THE RISK OF ELECTRICAL SHOCK, DO NOT 
REMOVE COVER (OR BACK). NO USER-SERVICEABLE PARTS INSIDE. 
REFER SERVICING TO QUALIFIED OLYMPUS SERVICE PERSONNEL. 



A 



/j\ DANGER 
/f\ WARNING 
/t\ CAUTION 



An exclamation mark enclosed in a triangle alerts you to important operating and 
maintenance instructions in the documentation provided with the product. 



If the product is used without observing the information given under this symbol, serious 
injury or death may result. 



If the product is used without observing the information given under this symbol, injury or 
death may result. 



If the product is used without observing the information given under this symbol, minor 
personal injury, damage to the equipment, or loss of valuable data may result. 



WARNING! 

TO AVOID THE RISK OF FIRE OR ELECTRICAL SHOCK, NEVER DISASSEMBLE, EXPOSE THIS PRODUCT 
TO WATER OR OPERATE IN A HIGH HUMIDITY ENVIRONMENT. 
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eneral Precautions 



Read All Instructions — Before you use the product, read all operating 

instructions. Save all manuals and documentation for future reference. 
Cleaning — Always unplug this product from the wall outlet before cleaning. Use 

only a damp cloth for cleaning. Never use any type of liquid or aerosol cleaner, 

or any type of organic solvent to clean this product. 
Attachments — For your safety, and to avoid damaging the product, use only 

accessories recommended by Olympus. 
Water and Moisture — For precautions on products with weatherproof designs, 

read the weatherproofing sections. 
Location — To avoid damage to the product, mount the product securely on a 

stable tripod, stand, or bracket. 
Power Source — Connect this product only to the power source described on the 

product label. 

Lightning — If a lightning storm occurs while using an AC adapter, remove it from 

the wall outlet immediately. 
Foreign Objects — To avoid personal injury, never insert a metal object into the 

product. 

Heat — Never use or store this product near any heat source such as a radiator, 
heat register, stove, or any type of equipment or appliance that generates heat, 
including stereo amplifiers. 
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Handlina the Camera 



1 



A WARNING 

0 Do not use the camera near flammable or explosive gases. 
0 Do not use the flash and LED on people (infants, small children, etc.) 
at close range. 

• You must be at least 1 m (3 ft.) away from the faces of your subjects. Firing the 
flash too close to the subject's eyes could cause a momentary loss of vision. 

0 Keep young children and infants away from the camera. 

• Always use and store the camera out of the reach of young children and infants 
to prevent the following dangerous situations which could cause serious injury: 

• Becoming entangled in the camera strap, causing strangulation. 

• Accidentally swallowing the battery, cards or other small parts. 

• Accidentally firing the flash into their own eyes or those of another child. 

• Accidentally being injured by the moving parts of the camera. 
0 Do not look at the sun or strong lights with the camera. 
0 Do not use or store the camera in dusty or humid places. 
0 Do not cover the flash with a hand while firing. 

A CAUTION 

0 Stop using the camera immediately if you notice any unusual odors, 
noise, or smoke around it. 

• Never remove the batteries with bare hands, which may cause a fire or burn your 
hands. 

0 Never hold or operate the camera with wet hands. 
0 Do not leave the camera in places where it may be subject to 
extremely high temperatures. 

• Doing so may cause parts to deteriorate and, in some circumstances, cause the 
camera to catch fire. Do not use the charger or AC adapter if it is covered (such 
as a blanket). This could cause overheating, resulting in fire. 

0 Handle the camera with care to avoid getting a low-temperature 
burn. 

• When the camera contains metal parts, overheating can result in a low- 
temperature burn. Pay attention to the following: 

• When used for a long period, the camera will get hot. If you hold on to the 
camera in this state, a low-temperature burn may be caused. 

• In places subject to extremely cold temperatures, the temperature of the 
camera's body may be lower than the environmental temperature. If possible, 
wear gloves when handling the camera in cold temperatures. 

0 Be careful with the strap. 

• Be careful with the strap when you carry the camera. It could easily catch on stray 
objects - and cause serious damage. 

0 Do not touch the metallic parts of the camera for a long period of 
time at low temperatures. 

• This may damage your skin. At low temperatures, handle the camera while 
wearing gloves. 
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Battery Handling Precautions 



Follow these important guidelines to prevent batteries from leaking, 
overheating, burning, exploding, or causing electrical shocks or burns. 

A DANGER 

• The camera uses a lithium ion battery specified by Olympus. Charge the battery 
with the specified charger. Do not use any other chargers. 

• Never heat or incinerate batteries. 

• Take precautions when carrying or storing batteries to prevent them from 
coming into contact with any metal objects such as jewelry, pins, fasteners, etc. 

• Never store batteries where they will be exposed to direct sunlight, or subjected 
to high temperatures in a hot vehicle, near a heat source, etc. 

• To prevent causing battery leaks or damaging their terminals, carefully follow all 
instructions regarding the use of batteries. Never attempt to disassemble a 
battery or modify it in any way, by soldering, etc. 

• If battery fluid gets into your eyes, flush your eyes immediately with clear, cold 
running water and seek medical attention immediately. 

• Always store batteries out of the reach of small children. If a child accidentally 
swallows a battery, seek medical attention immediately. 

A WARNING 

• Keep batteries dry at all times. 

• To prevent batteries from leaking, overheating, or causing a fire or explosion, 
use only batteries recommended for use with this product. 

• Insert the battery carefully as described in the operating instructions. 

• If rechargeable batteries have not been recharged within the specified time, 
stop charging them and do not use them. 

• Do not use a battery if it is cracked or broken. 

• If a battery leaks, becomes discolored or deformed, or becomes abnormal in 
any other way during operation, stop using the camera. 

• If a battery leaks fluid onto your clothing or skin, remove the clothing and flush 
the affected area with clean, running cold water immediately. If the fluid burns 
your skin, seek medical attention immediately. 

• Never subject batteries to strong shocks or continuous vibration. 

A CAUTION 

• Before loading, always inspect the battery carefully for leaks, discoloration, 
warping, or any other abnormality. 

• The battery may become hot during prolonged use. To avoid minor burns, do 
not remove it immediately after using the camera. 

• Always unload the battery from the camera before storing the camera for a long 
period. 
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For customers in Europe 



C"CE" mark indicates that this product complies with the European requirements 
for safety, health, environment and customer protection. "CE" mark cameras 
are intended for sales in Europe. 

XThis symbol [crossed-out wheeled bin WEEE Annex IV] indicates separate 
collection of waste electrical and electronic equipment in the EU countries. 
Please do not throw the equipment into the domestic refuse. 
Please use the return and collection systems available in your country for the 
disposal of this product. 



Use Only Dedicated Rechargeable Battery and Battery Charger 

We strongly recommend that you use only the genuine Olympus dedicated 

rechargeable battery and battery charger with this camera. 

Using a non-genuine rechargeable battery and/or battery charger may result in fire 

or personal injury due to leakage, heating, ignition or damage to the battery. 

Olympus does not assume any liability for accidents or damage that may result 

from the use of a battery and/or battery charger that are not genuine Olympus 

accessories. 

Trademarks 

• IBM is a registered trademark of International Business Machines Corporation. 

• Microsoft and Windows are registered trademarks of Microsoft Corporation. 

• Macintosh is a trademark of Apple Inc. 

• xD-Picture Card™ is a trademark. 

• All other company and product names are registered trademarks and/or 
trademarks of their respective owners. 

• The standards for camera file systems referred to in this manual are the "Design 
Rule for Camera File System/DCF" standards stipulated by the Japan 
Electronics and Information Technology Industries Association (JEITA). 
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Provisions of warranty 

1 . If this product proves to be defective, although it has been used properly (in accordance with the 
written Handling Care and Operating instructions supplied with it), during a period of two years 
from the date of purchase from an authorized Olympus distributor within the business area of 
Olympus Imaging Europa GmbH as stipulated on the website: http://www.olympus.com this 
product will be repaired, or at Olympus's option replaced, free of charge. To claim under this 
warranty the customer must take the product and this Warranty Certificate before the end of the 
two year warranty period to the dealer where the product was purchased or any other Olympus 
service station within the business area of Olympus Imaging Europa GmbH as stipulated on the 
website: http://www.olympus.com. During the one year period of the World Wide Warranty the 
customer may turn the product in at any Olympus service station. Please notice that not in all 
countries such Olympus service station exists. 

2. The customer shall transport the product to the dealer or Olympus authorized service station at his 
own risk and shall be responsible for any costs incurred in transporting the product. 

3. This warranty does not cover the following and the customer will be required to pay repair charge, 
even for defects occurring within the warranty period referred to above. 

(a) Any defect that occurs due to mishandling (such as an operation performed that is not 
mentioned in the Handling Care or other sections of the instructions, etc.) 

(b) Any defect that occurs due to repair, modification, cleaning, etc. performed by anyone other 
than Olympus or an Olympus authorized service station. 

(c) Any defect or damage that occurs due to transport, a fall, shock, etc. after purchase of the 
product. 

(d) Any defect or damage that occurs due to fire, earthquake, flood damage, thunderbolt, other 
natural disasters, environmental pollution and irregular voltage sources. 

(e) Any defect that occurs due to careless or improper storage (such as keeping the product under 
conditions of high temperature and humidity, near insect repellents such as naphthalene or 
harmful drugs, etc.), improper maintenance, etc. 

(f) Any defect that occurs due to exhausted batteries, etc. 

(g) Any defect that occurs due to sand, mud, etc. entering the inside of the product casing. 

(h) When this Warranty Certificate is not returned with the product. 

(i) When any alterations whatsoever are made to the Warranty Certificate regarding the year, 
month and date of purchase, the customer's name, the dealer's name, and the serial number. 

(j) When proof of purchase is not presented with this Warranty Certificate. 

4. This Warranty applies to the product only; the Warranty does not apply to any other accessory 
equipment, such as the case, strap, lens cap and batteries. 

5. Olympus's sole liability under this warranty shall be limited to repairing or replacing the product. 
Any liability for indirect or consequential loss or damage of any kind incurred or suffered by the 
customer due to a defect of the product, and in particular any loss or damage caused to any lenses, 
films, other equipment or accessories used with the product or for any loss resulting from a delay 
in repair or loss of data, is excluded. Compelling regulations by law remain unaffected by this. 

Notes regarding warranty maintenance 

1 . This warranty will only be valid if the Warranty Certificate is duly completed by Olympus or an 
authorized dealer or other documents contain sufficient proof. Therefore, please make sure that 
your name, the name of the dealer, the serial number and the year, month and date of purchase 
are all completed or the original invoice or the sales receipt (indicating the dealer's name, the date 
of purchase and product type) is attached to this Warranty Certificate. Olympus reserves the right 
to refuse free-of-charge service if neither Warranty Certificate is completed nor the above 
document is attached or if the information contained in it is incomplete or illegible. 

2. Since this Warranty Certificate will not be re-issued, keep it in a safe place. 

* Please refer to the list on the web site: http://www.olympus.com for the authorized international 

Olympus service network. 
Disclaimer of Warranty 

Olympus makes no representations or warranties, either expressed or implied, by or concerning any 
content of these written materials or software, and in no event shall be liable for any impelled warranty 
purchase are all completed or the original invoice or the sales receipt of merchantability or fitness for 
any particular purpose or for any consequential, incidental or indirect damages (including but not 
limited to damages for loss of business profits, business interruption and loss of business information) 
arising from the use of inability to use these written materials or software. Some states do not allow 
the exclusion or limitation of liability for consequential or incidental damages, so the above limitations 
may not apply to you. 
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• Avant d'utiliser votre appareil photo, lisez attentivement ce manuel pour 
garantir une utilisation correcte. 

• Nous vous recommandons de prendre des photos-test pour vous habituer a 
votre appareil avant de commencer a prendre de vraies photos. 

• Veillez a ce que les mesures de securite presentees a la fin de ce manuel soit 
respectees. 

• Les captures d'ecran et les illustrations de I'appareil photo presentees dans ce 
manuel ont ete realisees au cours des phases de developpement et peuvent ne 
pas correspondre au produit reel. 
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Reunissez ces elements (contenu de la boTte) 




Appareil photo numerique Courroie Batterie au lithium-ion 

LI-42B 




Chargeur de batterie Cable USB Cable AV CD-ROM comportant le 

LI-40C logiciel OLYMPUS Master 2 

Elements non representes : Manuel Avance (CD-ROM), Manuel de Base (present manuel), 
carte de garantie. Le contenu est susceptible de varier en fonction de I'endroit ou I'appareil 
est achete. 




# Tendez la courroie afin qu'elle ne soit pas relachee. 
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Preparation de I'appareil photo 



a. Chargez la batterie 




chargement en cours 

Voyant eteint : chargement termine 

(duree de chargement : environ 5 heures) 

# La batterie est livree en partie chargee. 
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Preparation de I'appareil photo 




# Inserez la batterie en glissant 
d'abord le cote portant 
I'indication T, en dirigeant 
I'indication © vers le bouton 
de verrouillage de la batterie. 

Si vous n'inserez pas correctement la 
batterie, vous ne pourrez plus la retirer. 
Ne forcez pas. Contactez votre 
distributeur/centre de service agree. 
Si vous endommagez I'exterieur de la 
batterie (en la griffant, par exemple), 
elle risque de chauffer, voire meme 
d'exploser. 



Touche de verrouillage de la 
batterie 

Pour retirer la batterie, faites glisser 
la bouton de verrouillage de la 
batterie dans le sens de la fleche. 



# Orientez la carte comme illustre 
et inserez-la dans la fente de 
carte en la maintenant droite. 

Inserez la carte jusqu'a ce qu'elle soit 
bloquee en place. 



Pour retirer la carte, poussez-la 
completement et relachez-la lentement. 
Ensuite, tenez la carte et retirez-la. 




# Vous pouvez prendre des photos avec cet appareil meme si vous n'utilisez pas 
de xD-Picture Card™ en option (ci-apres designe "la carte"). S'il n'y a pas de 
carte xD-Picture Card inseree, vos photos seront enregistrees dans la memoire 
interne. Pour plus d'informations sur la carte, reportez-vous au Manuel Avance. 



Zone d'index Encoche 
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Allumer I'appareil photo 



Cette section indique comment allumer I'appareil photo en mode prise de vue. 
a. Amenez la molette mode sur h\nm . 




(mode d'affichage) 



Modes de prise de photos 



Hlltil 


Cette fonction vous permet de proceder a la prise de vue a I'aide des reglages 




automatiques de I'appareil photo. 


a 


L'appareil photo definit automatiquement la valeur de I'ouverture optimale et la 




vitesse d'obturation. 


SCN 


Cette fonction vous permet de prendre des photos en selectionnant une scene 




adaptee aux conditions de prise de vue. 


GUIDE 


Cette fonction vous permet de definir des elements cibles en suivant les 




instructions du guide de prise de vue affiche a I'ecran. 



b. Appuyez sur la touche POWER. 




# Pour eteindre I'appareil photo, appuyez de nouveau sur la touche POWER. 



A 



Les directions de la molette de defilement (A'v'OO) sont 
indiquees par A^7<][> dans ce manuel. 
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Reglage de la date et de I'heure 



ropos de I'ecran de reglage de la date et de I'heure 




A-M-J (Annee-Mois-Jour) 



Formats de date (A/M/J, M/J/A, J/M/A) 



Annule un reglage. 

a. Appuyez sur la touche A 12 et sur la touche S7& pour 
selectionner [A]. 

• Les deux premiers chiffres de I'annee sont fixes. 



Touche A 12 




Touche 



A M J HEURE 



ANNULE»H 



b. Appuyez sur la touche [>4 . 




Appuyez sur la touche AH et sur la 
touche ^7$) pour selectionner [M]. 



A M J HEURE 
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Reglage de la date et de I'heure 



Appuyez sur la touche [>4 . 
Appuyez sur la touche AH et sur la 
touche ^70 pour selectionner [J]. 



Appuyez sur la touche [>4 . 
Appuyez sur la touche AH et la touche 
'v'cD pour selectionner les heures et les 
minutes. 

• L'heure est affichee au format 24 heures. 



Appuyez sur la touche [>4 ■ 
Appuyez sur la touche AH et sur la 
touche *\7ci) pour selectionner [A/Ml J]. 



© 



A M J HEURE 



2008. 08. E 



ANNULE»» 



A M J HEURE 



2008.08 26 12:E> A/M/J 



ANNULE'S CONF<|QK| 



© 


AM} HEURE 








2008.08.26 12:30 


< 'M'JH 


ANNULET 


CONF«[Oi<l 



j. Une fois tous les elements definis, appuyez sur la touche 



Pour regler I'heure de maniere precise, appuyez sur la touche |«™| lorsque I'horloge atteint 
00 seconde. 




Le nombre de photos restantes 
(que vous pouvez stocker) 
s'affiche. 
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Selectionnez une langue 



a. Appuyez sur la touche MENU pour afficher le menu principal. 




b. Appuyez sur la touche [>£ pour selectionner [REGLAGE], puis 



sur la touche |qk/func| . 




B boni»jk J Touche D>4 

TOUChe |0K/FUHC| 



[REGLAGE] 



aaJF mmh 

QUfTTE ♦SSS CONF» OK] 



c. Appuyez sur les touches A Hetsur la touche ^70 pour 
selectionner [©.£=)], puis sur |qk/func| . 



Touche AH 




Touche 'v'ci) 



REGLAGE 


A 


FORMATER | 




2 


SAUVEGARDER 1 






KD FRANCAIS 






CONFIG ON 1 DESACTIVE 






COULEUR MENU I NORMAL 




QUnTE»S CONF» OKI 



El 




ESPANOL 
ITALIANO 



fa mm 

1113)1 



d. Appuyez sur la molette de defilement 
pour selectionner une langu e, puis 
appuyez sur la touche |qk/func| . 

• Vous pouvez ajouter d'autres langues a votre appareil a 
I'aide du logiciel OLYMPUS Master fourni. Consultez le 
Manuel Avance. 

|retour*b conf»[ok| 
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Prenez une photo 



a. Maintenez I'appareil photo 

Tenue horizontal Tenue verticale 




Le repere de mise au point automatique tourne au vert quand la 
mise au point et I'exposition sont en verrouillage. Les valeurs de 
vitesse d'obturation et d'ouverture s'affichent. 
Si le repere de mise au point automatique clignote en rouge, la 
mise au point n'est pas ajustee correctement. Procedez de 
nouveau a la memorisation de la mise au point. 
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Aff ichage des photos 




t ■^MJj..u.n.ia| MP i ^ 

a. Appuyez sur la touche <3A et sur la touche [>£ pour afficher la 
photo que vous souhaitez effacer. 

b. Appuyez sur la touche fi^/^. 




c. Appuyez sur l a tou che A M pour selectionner [OUI] et appuyez 
sur la touche |qk/func| pour effacer la photo. 



Touche AH 



Fonctionnement de base 



Touches du mode prise de vue 



En mode prise de vue, utilisez ces touches pour acceder rapidement a certaines 
des fonctions les plus frequemment utilisees. 




© Touche <] & (Mode Gros plan) 

Utilisez le mode gros plan ou super gros plan lorsque vous prenez des photos en 

gros plan, telle que la photo d'une fleur. 
0 Touche (Compensation d'exposition) 

Utilisez ce reglage pour surexposer (+) ou sous-exposer (-) une photo. 
© Touche [>£ (Mode Flash) 

Selectionnez entre 4 modes de flash : Flash auto, Flash attenuant I'effet yeux 

rouges, Flash d'appoint ou Flash desactive. 
O Touche V0 (Retardateur) 

Selectionnez le retardateur pour differer la prise d'environ 12 secondes a partir du 

moment ou vous appuyez sur le declencheur. 
© Touche (S™§ (OK/FUNC) 

Affiche le menu de fonctions et definit les fonctions frequemment utilisees en mode 

prise de vue. 

Valide et definit egalement votre selection d'elements de menu. 
© Touche MENU (MENU) 

Appuyez sur cette touche pour afficher le menu principal. 
© Touche H'fl 

Appuyez sur H en mode prise de vue pour basculer en mode d'affichage et 

afficher la derniere photo prise. 
0 Touche 

Appuyez sur S?-- en mode prise de vue pour activer ou desactiver Shadow 
Adjustment Technology (technologie d'ajustement des ombres). Cette fonction 
permet de faire apparaitre le visage du sujet de maniere plus claire meme en 
contre-jour. 

0 Touche DISP./© 

Appuyez plusieurs fois sur DISP./© pour afficher le quadrillage pour I'aide a la 
composition et I'histogramme. Selectionnez un element du menu et appuyez sur 
DISP./© pour afficher I'explication de sa fonction. 
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Modes SCN (Scene) 



Cette fonction vous permet de changer de SCN (mode Scene) en fonction du 
sujet. 

© Amenez la molette mode sur SCN- 

0 Appuyez sur ££7 pour selectionner un mode Scene, puis sur |qk/func| . 




QUITTED CONF»OB 




Molette mode 
Touche MENU 

Touche |0K/FUKC| 

Touche /\*\7 



Prise de vue - Modes SCN (Scene) 



PORTRAIT 
PAYSAGE 
PAYSG+PORTRAIT 
SCENE NUIT 
NUIT + PORTRAIT 
SPORT 
INTERIEUR 
BOUGIE 



AUTO PORTRAIT 
NATUREL 

COUCHER DE SOLEIL 

FEUX D'ARTIFICES 

CUISINE 

VITRINE 

DOCUMENTS 

ENCHERE 



PRENDRE ETCHOISIR 1 
PRENDRE ETCHOISIR 2 
PLAGE & NEIGE 
VIDEO SANS ENREGISTR. 



c 



Mode Gros plan 



3 



ft Ce mode vous permet de prendre des photos a 20 cm (lorsque le zoom est regie 

pour Tangle de zoom exterieur) et a 60 cm (lorsque le zoom est regie pour Tangle 

de zoom interieur) de votre sujet. 
s% Utilisez ce mode pour prendre des photos a 3 cm de votre sujet. En mode s ft la 

position de I'objectif de zoom est fixee. Si la distance entre I'appareil photo et le 

sujet depasse 70 cm, la photo ne sera pas nette. 

© Appuyez sur <]ft. 

0 Appuyez sur <X> pour selectionner [ft] ou [ s %] et appuyez sur |qk/fuwc| . 
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( ) 



© Appuyez Sur ^70. Voyant du retardateur 



0 Appuyez sur pour selectionner [ON], puis 
appuyez sur |qk/fwc| . 

© Appuyez totalement sur le declencheur pour prendre la 
photo. 

• Le voyant du retardateur s'allume pendant 10 secondes 




environ apres avoir appuye sur le declencheur, puis 

commence a clignoter. La photo est prise apres un clignotement d'environ 2 secondes. 

( ) 

© Appuyez sur 

0 Appuyez sur <][> pour selectionner un mode flash, puis sur (5™]. 

© Appuyez sur le declencheur jusqu'a mi-course. 

• Lorsque le flash est regie pour se declencher, le repere £ s'allume. 

© Appuyez totalement sur le declencheur pour prendre la photo. 



Icone 


Mode flash 


Description 


AUTO 


Flash auto 


Le flash se declenche automatiquement lorsque 
I'eclairage est faible ou a contre-jour. 


<§> 


Flash attenuant 
I'effet yeux rouges 


Le mode flash attenuant I'effet yeux rouges reduit 
considerablement ce phenomere en emettant des 
pre-eclairs avant de declencher le flash normal. 




Flash d'appoint 


Le flash se declenche quelles que soient les 
conditions d'eclairage. 


© 


Flash desactive 


Le flash ne se declenche pas. 



Fonction d'economie d'energie 



• Pour economiser de I'energie de la batterie, I'appareil photo passe 
automatiquement en mode veille et s'arrete de fonctionner s'il n'est pas utilise 
pendant 3 minutes en mode prise de vue. Appuyez sur le declencheur ou la 
touche de zoom pour reactiver I'appareil photo. 

• Si I'appareil photo n'est pas utilise pendant 15 minutes apres etre passe en 
mode veille, I'objectif se retracte et I'appareil photo s'eteint automatiquement. 
Pour utiliser a nouveau I'appareil photo, remettez-le sous tension. 
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Menus et reglages 



C 



Menu principal 



3 



© Appuyez sur MENU pour afficher le menu principal. 





Menu principal en mode prise de vue 

0 Utilisez la molette de defilement (£^7<X>) pour selectionner des elements 
de menu et appuyez sur |qk/func| pour les regler. 

■ QUALITE D'IMAGE 

Definissez la qualite d'image de la photo qui sera prise en fonction de vos intentions. 

■ REINITIALI. 

Retablissez les reglages par defaut des fonctions de prise de vue. 

■ MENU APPAREIL 

Reglez divers parametres de prise de vue. 

■ REG LAG E 

Reglez la date, I'heure, la langue, le son de fonctionnement, etc. 

■ PANORAMA 

Prise et association des photos panoramiques. Une carte Olympus xD-Picture 
Card est necessaire. 

■ SCN (Scene) 

Selectionnez la scene en fonction du sujet et des conditions de prise de vue 
lorsque le mode SCN est selectionne. 

■ SILENCE 

Arretez les sons de fonctionnement pendant la prise de vue et I'affichage, les 
bips sonores d'avertissement, les sons du declencheur, etc. 



Effacer toutes les photo 



© Dans le menu principal en mode d'affichage, 
selectionnez [EFFACER] -> [TOUT EFFAC] et 
appuyez sur [ok/™]. 

0 Selectionnez [OUI] et appuyez sur |qk/func| . 
• Toutes les photos sont effacees. 





ASTnTBBWBB)!] 1 




Qgxsn 




■ no ■ 


RETOUR»H 


CONF»[OKl 
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Connexion de I'appareil photo 



Affichage sur un televiseur 



Utilisez le cable AV fourni avec I'appareil photo pour afficher des images 
enregistrees sur un televiseur. Les photos et les videos peuvent etre affichees. 
© Verifiez que le televiseur et I'appareil photo sont eteints. Raccordez le 

connecteur multiple de I'appareil photo a la borne d'entree video du televiseur 

a I'aide du cable AV. 




Couvercle du connecteur Cable AV (fourni) 



0 Allumez le televiseur et mettez-le en mode entree video. 

• Pour en savoir plus sur la commutation de I'entree video, veuillez consulter le manuel 
du televiseur. 

© Mettez la molette mode sur H et appuyez sur POWER pour allumer I'appareil 
photo. 

• La derniere photo prise est affichee sur le televiseur. Utilisez la molette de defilement 
pour selectionner la photo que vous voulez afficher. 
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Impression directe (PictBridge) 



A I'aide du cable USB fourni, vous pouvez raccorder directement votre appareil 
photo a une imprimante compatible PictBridge pour effectuer des impressions. 
© En mode d'affichage, affichez la photo que vous voulez imprimer sur I'ecran 
ACL. 

0 Raccordez une extremite du cable USB fourni au connecteur multiple de 
I'appareil photo et I'autre extremite au connecteur USB de I'imprimante. 

Connecteur multiple — 




Couvercle du connecteur Cable USB 



Appuyez sur ITI/1O1. 

• L'impression demarre. 

• Une fois l'impression terminee, deconnectez le cable 
USB de I'appareil photo une fois I'ecran de selection 
des photos affiche. 




IMPRESSION FACILE DEMARRER ♦ [ 0 1 
PC / IMPRESSION SPECIALE»[OK] 
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Transferez des images 



a. Installez le logiciel 



O Inserez le CD-ROM OLYMPUS 
Master 2. 

0 Windows : Cliquez sur la touche 
"OLYMPUS Master 2". 
Macintosh :Double-cliquez sur 
I'icone "Setup". 

© Suivez simplement les instructions a 
l'ecran. 



OLYMPUS Mmlsr 2 



b. Connectez I'appareil photo a I'ordinateur 

O Connectez I'appareil photo et I'ordinateur a I'aide du cable USB (fourni). 
• L'ecran ACL s'allume automatiquement. 



Connecteur multiple 




Couvercle du connecteur Cable USB 

0 Selectionnez [PC] sur l'ecran ACL et 
appuyez sur |qk/fuwc| . 



• Votre PC reconnaitra desormais votre 
appareil photo comme un disque de 
stockage amovible. 
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c. Transferez des images vers I'ordinateur 

© L'appareil photo desormais 
connecte, ouvrez OLYMPUS 
Master. 

0 Cliquez sur "Transferer des 
images" .» dans la fenetre de 
recherche, puis cliquez sur 
"Depuis l'appareil" . 

0 Suivez simplement les 
instructions a I'ecran. 



Fr 



Touche "Transferer des images" 





* & m * ? a 




E llaailiJIIB 




















■iitml^aBii 











Conseils 



• Pour de plus amples informations sur la configuration et I'utilisation de l'appareil 
photo, consultez le "Manuel Avance" de l'appareil inclus sur le CD-ROM. 

• Pour obtenir de "I'aide", consultez le fichier d'aide du logiciel OLYMPUS 
Master. 
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Logiciel OLYMPUS Master 



Logiciel OLYMPUS Master : Utilisez ce logiciel pour telecharger 
des images de I'appareil photo, afficher, organiser, retoucher, 
envoyer par e-mail et imprimer vos photos et videos numeriques 
et bien plus encore ! 




♦Configuration systeme minimale 



SE 


Windows 2000 Professional/XP/Vista ou Mac OS X 
(v10.3 ou ulterieure) 


UC 


Pentium III 500 MHz/Power PC G3 500 MHz/Intel Core Solo/Duo 
1,5 GHz, ou superieur 


RAM 


256 Mo ou plus 


Disque dur 


500 Mo ou plus d'espace libre 


Connexion 


Port USB/Port IEEE 1394 


Ecran ACL 


Resolution de 1 024 x 768 pixels ou plus avec au minimum 65 536 
couleurs (Windows), 32 000 couleurs (Macintosh) (16 770 000 de 
couleurs ou plus recommande) 


Autres 


Internet Explorer 6 ou ulterieur (Windows), Safari 1 .0 ou ulterieur, 
QuickTime 6 ou ulterieur (Macintosh) 



Pour obtenir les dernieres informations de support, consultez le site Web Olympus 
(http://www.olympus.com/) 




Enregistrement utilisateur 



Enregistrez votre appareil photo lors de I'installation du logiciel OLYMPUS 
Master pour activer votre garantie, recevoir des avis de mises a jour du 
logiciel et du micrologiciel de I'appareil, et bien plus encore. 
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Caracteristiques 



• Appareil photo 

Type de produit 

Systeme d'enregistrement 
Photos 

Normes applicables 

Image fixe avec son 
Videos 
Memoire 

Nbre de photos 
(entierement chargee) 

Nbre de pixels effectifs 

Capteurd'image 

Objectif 

Systeme de mesure 
Vitesse d'obturation 
Plage de prise de vue 



Ecran ACL : 
Duree de chargement du 
flash 

Connecteurs extemes : 
Systeme de calendrier : 
automatique 

Conditions de fonctionnement 

Temperature 

Humidite 
Alimentation 

Dimensions 
Poids 



Appareil photo numerique (pour I'enregistrement et I'affichage) 



Enregistrement numerique, JPEG (conforme a la norme DCF 
(Design rule for Camera File)) 

Exif 2.2, DPOF (Digital Print Order Format), PRINT Image 
Matching III, PictBridge 
Format Wave 
AVI Motion JPEG 
Memoire interne 

xD-Picture Card 16 Mo a 2 Go (TypeH/M, Standard) 
Environ 190 

(conformement aux normes de mesure de duree de vie de la 
batterie CIPA) 
8 100 000 pixels 

CCD 1/2,35" (filtre couleur primaire), 8 500 000 (brut) 

Objectif Olympus 6,4 a 32,0 mm, f3,3 a 5,0 

(equivalent a 36 a 180 mm sur un appareil photo 35 mm) 

Mesure ESP numerique, systeme de mesure ponctuelle 

4 a 1/2000 sec. 

0,7 m a oo (W/T) (normal) 

0,2 m a co (W), 0,6 m a oo (T) (mode gros plan) 

0,03 m a 0,7 m (W uniquement) (mode super gros plan) 

Ecran ACL couleur 2,7" TFT, 230 000 points 

Environ 2 sec. (pour une decharge complete du flash a 

temperature ambiante avec une nouvelle batterie entierement 

chargee) 

Connecteur multiple (Prise DC-IN, connecteur USB, prise A/V OUT) 
2000 a 2099 



0°C a 40°C (fonctionnement)/-20°C a 60°C (stockage) 

30 a 90 % (fonctionnement)/1 0 a 90 % (stockage) 

Une batterie au lithium-ion Olympus (LI-42B/LI-40B) ou adaptateur 

secteur Olympus 

96,4 mm (L) x 56,5 mm (H) x 24,0 mm (P) (hors saillies) 
130 g (hors batterie et carte) 



La fonction "Shadow Adjustment Technology" (technologie d'ajustement des ombres) 
contient des technologies brevetees par Apical Limited. 



3> 

apical 
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iBatterie au lithium-ion (LI-42B) 



Type de produit 
Tension standard 
Capacite standard 
Duree de vie de la batterie 
Conditions de 
fonctionnement 
Temperature 



Dimensions 
Poids 



Batterie au lithium-ion rechargeable 
3,7 VCC 
740 mAh 

Environ 300 rechargements complets (varie selon I'utilisation) 



0°C a 40°C (chargement)/ 
-10°C a 60°C (fonctionnement)/ 
-20°C a 35°C (stockage) 
31,5 x 39,5 x 6 mm 
Environ 15 g 



► Chargeur de batterie (LI-40C) 



Alimentation requise 
Sortie 

Duree de chargement 
Conditions de 
fonctionnement 
Temperature 

Dimensions 
Poids 



100a240VCA (50 a 60 Hz) 
3,2 VA (1 00 V) a 5,0 VA (240 V) 
4,2 V CC, 200 mA 
Environ 5 heures 



0°C a 40°C (fonctionnement)/ 
-20°C a 60°C (stockage) 
62 x 23 x 90 mm 
Environ 65 g 



La conception et les caracteristiques techniques peuvent etre modifiees sans preavis. 
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Precautions de securite 



A 



ATTENTION 



RISQUE DE DECHARGE 
ELECTRIOUE NE PAS OUVRIR 



A 



ATTENTION : POUR REDUIRE LE RISQUE DE DECHARGE ELECTRIOUE. NE 

RETIRER Nl LA PARTI E ANTERIEURE Nl POSTERIEURE DU BOITIER. 
AUCUNE PIECE A L'INTERIEUR NE PEUT ETRE REPAREE PAR L'UTILISATEUR. 
SE REFERER A DU PERSONNEL DE DEPANNAGE QUALIFIE POUR UNE REPARATION. 



Le point d'exclamation a l interieur d'un triangle vous alerte sur certains points 
importants concernant le maniement et I'entretien de I'appareil figurant dans la 
documentation tournie avec le produit. 

A DANG E R S' le produit est utilise sans respecter les informations donnees sous ce symbole, des 

blessures graves, voire mortelles pourraient en resulter. 

AVERTISSEMENT Si le produit est utilise sans respecter les informations donnees sous ce symbole, des 
biessures voire la mort pourraient en resulter. 

A ATTENTION Si le produit est utilise sans observer les informations donnees sous ce symbole, des 

blessures, des dommages a I'appareil ou des pertes de donnees pourraient en resulter. 



AVERTISSEMENT ! 

POUR EVITER LES RISOUES D1NCENDIE OU DE DECHARGE ELECTRIOUE, NE JAMAIS DEMONTER, 
EXPOSER CE PRODUIT A L'EAU Nl LE FAIRE FONCTIONNER DANS UN ENVIRONNEMENT TRES HUMIDE. 



Lire toutes les instructions — Avant d'utiliser I'appareil, lire toutes les 

instructions de fonctionnement. Sauvegarder tous les manuels et la 

documentation pour s'y referer ulterieurement. 
Nettoyage — Toujours debrancher ce produit de la prise de courant avant nettoyage. 

N'utiliser qu'un chiffon humide pour le nettoyage. Ne jamais utiliser de produits de 

nettoyage liquides ou aerosols, ni de solvants organiques pour nettoyer ce produit. 
Accessoires — Pour votre securite, et pour eviter d'endommager le produit, 

n'utiliser que des accessoires recommandes par Olympus. 
Eau et humidite — Pour les precautions sur des produits avec une conception 

impermeable, lire les sections impermeabilisation. 
Emplacement — Pour eviter d'endommager I'appareil, monter le produit 

solidement sur un trepied ou un sabot stable. 
Alimentation — Ne raccorder ce produit qu'a la source d'alimentation decrite sur 

I'etiquette du produit. 
Foudre — Si un orage eclate pendant I'utilisation d'un adaptateur secteur, le 

debrancher immediatement de la prise de courant. 
Entree d'objets — Pour eviter des blessures, ne jamais introduire d'objet 

metallique dans le produit. 
Chaleur — Ne jamais utiliser ni ranger ce produit pres d'une source de chaleur 

telle qu'un radiateur, un accumulateur de chaleur, ou tout type d'appareil qui 

genere de la chaleur, comprenant les amplificateurs. 



A 
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< '.u.iij..y.ii.ijy.i.yjj ^ 

A AVERTISSEMENT 

• Ne pas utiliser I'appareil a proximite de gaz inflammables ou 
explosifs. 

• Ne pas utiliser le flash ou la LED de tres pres sur des personnes 
(bebes, jeunes enfants, etc.). 

• Vous devez etre au moins a 1 m des visages de vos sujets. Declencher le flash 
trop pres des yeux du sujet pourrait causer une perte momentanee de la vision. 

• Ne pas laisser I'appareil a la portee des enfants. 

• Toujours utiliser et ranger I'appareil hors de la portee des jeunes enfants et des 
bebes pour empecher les situations dangereuses suivantes qui pourraient 
causer des blessures graves : 

• S'enrouler dans la courroie de I'appareil, causant la strangulation. 

• Avaler accidentellement la batterie, des cartes ou d'autres petites pieces. 

• Declencher accidentellement le flash dans leurs yeux ou ceux d'un autre enfant. 

• Se blesser accidentellement par des parties en mouvement de I'appareil. 

• Ne pas regarder le soleil ni de la lumiere puissante avec I'appareil. 
9 Ne pas utiliser ni ranger I'appareil dans des endroits poussiereux ou 

humides. 

• Ne pas couvrir le flash avec une main pendant le declenchement. 
A ATTENTION 

• Arreter immediatement d'utiliser I'appareil si vous remarquez une 
odeur, un bruit anormal ou de la fumee provenant de I'appareil. 

• Ne jamais retirer les batteries les mains nues, ce qui pourrait vous bruler les mains. 

• Ne jamais manipuler I'appareil avec des mains mouillees. 

• Ne pas laisser I'appareil dans des endroits ou il pourrait etre soumis 
a des temperatures tres elevees. 

• Ceci pourrait causer une deterioration de certaines pieces et, dans certaines 
circonstances, I'appareil pourrait prendre feu. Ne pas utiliser le chargeur ni un 
adaptateur secteur s'il est couvert (par exemple par une couverture). Ce qui 
pourrait causer une surchauffe, debouchant sur un incendie. 

0 Manipuler I'appareil soigneusement afin d'eviter une brulure a 
basse temperature. 

• Lorsque I'appareil contient des parties metalliques, une surchauffe peut deboucher 
sur une brulure a basse temperature. Faire attention aux points suivants : 

• Utilise pendant une longue duree, I'appareil devient chaud. Si vous tenez 
I'appareil dans ces conditions, une brulure a basse temperature risque de se 
produire. 

• Dans des endroits sujets a des temperatures tres froides, la temperature du 
corps de I'appareil peut etre plus basse que la temperature ambiante. Si 
possible, mettre des gants en tenant I'appareil a des temperatures basses. 

• Faire attention avec la courroie. 

• Faire attention avec la courroie en portant I'appareil. Elle peut facilement 
s'accrocher a des objets sur le passage et causer des dommages serieux. 
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# Ne pas toucher les parties metalliques de I'appareil photo lorsqu'il fait f roid. 

• Votre peau peut etre blessee. A de faibles temperatures, tenez I'appareil photo avec des 



gants. 



recautions de manipulation de la batterie 



Veuillez suivre ces consignes importantes pour eviter le coulage du liquide 
de la batterie, une generation de chaleur, des brulures, une explosion, ou 
de causer des decharges electriques ou brulures. 



A DANGER 

• L'appareil photo utilise une batterie lithium ion specifiee par Olympus. Chargez 
la batterie avec le chargeur specifie. N'utilisez aucun autre chargeur. 

• Ne jamais chauffer ni mettre au feu la batterie. 

• Prendre des precautions en transportant ou rangeant la batterie pour eviter 
qu'elle vienne en contact avec des objets metalliques comme des bijoux, des 
epingles a cheveux, des agrafes, etc. 

• Ne jamais ranger la batterie dans un lieu ou elle serait exposee en plein soleil, 
ou sujette a des temperatures elevees dans un vehicule chaud, pres d'une 
source de chaleur, etc. 

• Pour eviter de causer des coulages de liquide de la batterie ou d'endommager ses 
bornes, respecter scrupuleusement toutes les instructions concernant I'usage de 
la batterie. Ne jamais tenter de demonter la batterie ni la modifier, en soudant, etc. 

• Si du liquide de la batterie entrait dans vos yeux, les laver immediatement avec 
de I'eau claire et froide du robinet et consulter immediatement un medecin. 

• Toujours ranger la batterie hors de la portee des jeunes enfants. Si un enfant 
avale accidentellement une batterie, consulter immediatement un medecin. 

A AVERTISSEMENT 

• Maintenir a tout moment la batterie au sec. 

• Pour eviter un coulage du liquide de la batterie, une generation de chaleur ou 
de causer un incendie ou une explosion, n'utiliser que la batterie recommandee 
pour I'usage avec ce produit. 

• Introduire soigneusement la batterie comme decrit dans les instructions de 
fonctionnement. 

• Si les batteries rechargeables n'ont pas ete rechargees au bout de la duree 
specifiee, arreter de les charger et ne pas les utiliser. 

• Ne pas utiliser une batterie si elle est endommagee ou cassee. 

• Si la batterie coule, devient decoloree ou deformee, ou devient anormale sous 
d'autres aspects pendant le fonctionnement, arreter d'utiliser I'appareil. 

• Si du liquide de la batterie coule sur vos vetements ou sur votre peau, retirer le 
vetement et laver immediatement la zone affectee avec de I'eau claire et froide 
du robinet. Si le liquide vous brule la peau, consulter immediatement un medecin. 

• Ne jamais soumettre la batterie a des chocs violents ni a des vibrations continues. 
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A ATTENTION 

• Avant sa mise en place, toujours controler soigneusement la batterie pour des 
coulages, decoloration, gauchissement ou toutes autres anormalites. 

• La batterie peut devenir chaude pendant une utilisation prolongee. Pour eviter des 
brulures mineures, ne pas la retirer immediatement apres avoir utilise I'appareil. 

• Toujours retirer la batterie de I'appareil avant de le ranger pour une longue duree. 

Pour les utilisateurs en Europe 

La marque "CE" indique que ce produit est conforme aux normes europeennes 
en matiere de securite, de sante, d'environnement et de protection du 
consommateur. Les appareils photo marques "CE" sont prevus pour la vente 
en Europe. 

Le symbole [poubelle sur roue barree d'une croix WEEE annexe IV] indique 
une collecte separee des dechets d'equipements electriques et electroniques 
dans les pays de I'UE. 

Veuillez ne pas jeter I'equipement dans les ordures domestiques. 
A utiliser pour la mise en rebut de ces types d'equipements conformement aux 
systemes de traitement et de collecte disponibles dans votre pays. 

Precaution sur l'utilisation de la batterie et du chargeur de batterie 

II est vivement recommande de n'utiliser que la batterie et le chargeur de batterie 
specifiques, qui sont disponibles comme accessoires d'origine Olympus, avec cet 
appareil photo. 

L'utilisation d'une batterie et /ou d'un chargeur de batterie qui ne sont pas d'origine 
risque de provoquer un incendie ou des blessures a cause d'un coulage de liquide, 
d'une surchauffe, d'une combustion ou d'un endommagement de la batterie. 
Olympus n'assume aucune responsabilite pour les accidents et dommages a 
cause de l'utilisation d'une batterie et/ou d'un chargeur de batterie autres que les 
accessoires d'origine Olympus. 

Marques deposees 

• IBM est une marque deposee de la societe International Business Machines 
Corporation. 

• Microsoft et Windows sont des marques deposees de la societe Microsoft 
Corporation. 

• Macintosh est une marque de Apple Inc. 

• xD-Picture Card™ est une marque deposee. 

• Tous les autres noms de societes et appellations de produits sont des marques, 
deposees ou non, des proprietaires respectifs. 

• Les normes pour les systemes de fichiers d'appareil photo indiquees dans ce 
manuel sont les normes "Design Rule for Camera File System/DCF" stipulees 
par I'association JEITA (Japan Electronics and Information Technology 
Industries Association). 
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Conditions d'obtention de la garantie 

1 . Si le produit s'avere defectueux malgre une manipulation correcte (conforme aux instructions du mode 
d'emploi fourni) dans un delai de deux ans a partir de la date d'achat aupres d'un distributeur Olympus 
agree, ce produit sera repare ou remplace au choix de Olympus gratuitement au sein du secteur 
d'activite de Olympus Imaging Europa GmbH indique sur le site Internet http://www.olympus.com. Pour 
toute demande de reparation sous garantie, le client doit apporter le produit et la presente carte de 
garantie avant la fin de la periode de deux ans de garantie au revendeur auquel il a achete le produit 
ou a tout autre centre de service apres-vente agree Olympus dans le secteur d'activite de Olympus 
Imaging Europa GmbH indique sur le site Internet http://www.olympus.com. Le client peut retourner le 
produit a n'importe quel centre de service apres-vente Olympus agree pendant une periode d'un an a 
partir de la date d'achat, en cas de reparations, conformement a la garantie internationale. Veuillez 
noter que de tels centres de service apres-vente Olympus n'existent pas dans certains pays. 

2. Le client est responsable des risques du transport du produit chez un distributeur Olympus ou dans 
un centre de service apres-vente Olympus, tous les frais de transport sont a sa charge. 

3. Pendant la periode de garantie, les frais engendres par des reparations sont a la charge du client 
dans les cas ci-dessous : 

(a) tout dommage resultant d'une manipulation non conforme (contraire aux instructions du mode 
d'emploi) ; 

(b) tout dommage resultant d'une reparation, d'une modification, d'un nettoyage, etc., non 
effectues par un centre de service apres-vente Olympus ; 

(c) tout dommage cause par un transport non conforme, une chute, un choc, etc. apres achat du produit ; 

(d) tout defaut ou dommage resultant d'un incendie, tremblement de terre, inondation, intemperies 
et autres catastrophes naturelles, pollution, alimentation electrique non conforme ; 

(e) tout dommage resultant d'un stockage non conforme ou negligent (temperatures excessives, 
humidite excessive, proximite d'insecticides tels que naphtaline ou produits chimiques nocifs, 
etc.) ou d'un entretien non conforme ; 

(f) tout dommage resultant de piles usagees, etc. ; 

(g) tout dommage cause par I'intrusion de sable, boue, etc. a I'interieur de I'appareil ; 

(h) non-presentation de la presente garantie pour la reparation ; 

(i) modifications faites sur la presente carte de garantie concernant I'annee, le mois et le jour de 
I'achat, les noms du client et du revendeur, le numero, de serie, etc. ; 

(j) non-presentation d'un justificatif d'achat (ticket de caisse) en meme temps que la presente garantie ; 

4. Cette garantie concerne uniquement le produit lui-meme. Elle ne couvre pas les autres pieces 
telles que sac de transport, bandouliere, couvercle d'objectif, piles, etc. 

5. La seule obligation de Olympus dans le cadre de la presente garantie se limite a la reparation ou au 
remplacement du produit. Toute responsabilite pour perte ou dommage indirect ou accessoire de 
quelque nature que ce soit supporte par le client a cause d'un defaut du produit est exclue, 
notamment en cas de perte ou dommage cause a des objectifs, films, autres materiels ou accessoires 
utilises avec le produit ou de perte financiere quelconque resultant d'un retard en reparation ou de la 
perte de donnees. La presente disposition ne deroge pas a la legislation contraignante en vigueur. 

Remarques sur l etablissement de la carte de garantie : 

1 . Cette garantie ne sera valide que si la carte de garantie est dument completee par Olympus ou un 
revendeur agree ou si d'autres documents contiennent une justification suffisante. Par 
consequent, veuillez vous assurer que votre nom, le nom du revendeur, le numero de serie et la 
date d'achat (annee, mois, jour) figurent integralement et lisiblement sur la carte de garantie et que 
le contrat d'achat original ou le justificatif d'achat (indiquant le nom et I'adresse du revendeur, la 
date d'achat et la designation du produit) est joint a la presente garantie. Olympus se reserve le 
droit de refuser une prestation de service apres-vente gratuite si les informations portees sur la 
carte de garantie sont incompletes ou illisibles ou si les documents mentionnes precedemment ne 
sont pas joints ou si les informations qu'ils contiennent sont incompletes ou illisibles. 

2. Cette carte de garantie ne sera pas remplacee, aussi conservez-la avec le plus grand soin. 

* Veuillez vous reporter au site Web http://www.olympus.com pour connaTtre la liste du reseau 

international des centres de services autorises Olympus. 
Restrictions relatives a la garantie 

Olympus ne fait aucune declaration, ne delivre aucune assurance ou garantie, expresse ou implicite, 
pour ou relative au contenu de la presente documentation ecrite ou du logiciel, et ne pourra en aucun 
cas etre tenu pour responsable de toute autre garantie implicite de commercialisation ou d'adaptation 
a des fins particulieres, ou pour les dommages encourus, qu'ils soient directs, imprevus ou indirects 
(notamment non limites aux dommages dus a une perte financiere, une interruption d'activite ou la 
perte de donnees professionnelles) suite a I'utilisation ou la restriction ou impossibilite d'utilisation de 
la documentation ecrite ou du logiciel. Certains pays n'autorisent pas I'exclusion ni la limitation de la 
responsabilite de tels dommages, les restrictions precedemment citees peuvent done eventuellement 
ne pas s'appliquer a vous-meme. 
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• Antes de utilizar la camara, lea con atencion este manual para asegurarse de 
su uso correcto. 

• Antes de tomar fotografias importantes, le recomendamos que realice varias 
tomas de prueba para familiarizarse con el uso de su camara. 

• Le rogamos observe todas las precauciones de seguridad que figuran al final 
de este manual. 

• Las ilustraciones de las pantallas y de la camara que aparecen en este manual 
fueron hechas durante el proceso de desarrollo y pueden diferir del producto 
real. 
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Reuna estos componentes (contenido de la caja) 




Camara digital Correa LI-42B 

Bateria de iones de litio 




Cargadordebateria Cable USB Cable AV CD-ROM de software 

LI-40C OLYMPUS Master 2 

Elementos no mostrados: Manual Avanzado (CD-ROM), Manual Basico (este manual), 
tarjeta de garantia. Los contenidos pueden variar dependiendo del lugar de compra. 




# Tire de la correa para que quede apretada y no se suelte. 
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Prepare la camara 



a. Cargue la bateria 




Apagada: Carga completa 
(Tiempo de carga: Aprox. 5 horas) 



# La bateria viene cargada parcialmente. 

b. Inserte la bateria y una tarjeta xD-Picture Card (opcional) en la 
camara. 
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Prepare la camara 



# Inserte la bateria 

introduciendo primero el 




lado marcado con T , con las 
marcas © hacia el boton de 
bloqueo de la bateria. 

Si inserta la bateria incorrectamente, 
no podra retirarla. En tal caso, no la 
fuerce. Pongase en contacto con un 
distribuidor autorizado o bien con un 
centra de servicio tecnico. Si se dana 
la parte exterior de la bateria 
(aranazos, etc.), es posible que esta 
se caliente o explote. 

Boton de bloqueo de la bateria 
Para extraer la bateria, deslice el 
boton de bloqueo en la direccion de 
la flecha. 



Es 



# Oriente la tarjeta tal como se 
muestra en la ilustracion e 
insertela recta en la ranura de la 
tarjeta. 

Inserte la tarjeta hasta que quede encajada. 



Para extraer la tarjeta, empujela hasta el 
fondo y sueltela despacio. A continuacion, 
sujete la tarjeta y extraigala. 




# Con esta camara se pueden tomar fotografias incluso sin utilizar una tarjeta 
opcional xD-Picture Card™ (en adelante, "la tarjeta"). Si no inserta una tarjeta 
xD-Picture Card, las fotografias se guardaran en la memoria interna. 
Para obtener informacion sobre la tarjeta, consulte el Manual Avanzado. 



Area de indice Muesca 
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Encienda la camara 



Aquf se explica como encender la camara en el modo de fotograffa. 
a. Situa el disco de modo en rfliiw . 




(modo de reproduction) 



Modos de toma de fotografias 





Esta funcion le permite tomar fotografias con los ajustes automaticos de la 




camara. 


a 


La camara ajusta automaticamente el valor de abertura y la velocidad de 




obturacion optimos. 


SON 


Esta funcion permite tomar fotografias mediante la seleccion de una escena en 




funcion de las condiciones. 


GUIDE 


Esta funcion le permite ajustar las opciones siguiendo la guia de disparo que 




aparece en pantalla. 



b. Presione el boton POWER. 




esta pantalla. 



# Para apagar la camara, vuelva a presionar el boton POWER. 



Consejo 



Las direccionesde las teclasde control (A'v'^O) se indican con <] - 
A < \7<][> en este manual. 



A 
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Ajuste la fecha y la hora 



Acerca de la pantalla de ajuste de fecha y h 



A-M-D (Ano-Mes-Dfa) 




Formatos de fecha (A/M/D, M/D/A, D/M/A) 



Cancela un ajuste. 

a. Presione el boton y el boton ^7<£) para seleccionar [A]. 

• Los dos primeros digitos del ano son fijos. 



Boton A 0 




Boton Vii) 



AMD HORA 



b. Presione el boton 




c. Presione el boton A H y el boton ^70 
para seleccionar [M]. 



© 

AMD HORA 



CANCELS 



Ajuste la fecha y la hora 



d. Presione el boton 

e. Presione el boton A M y el boton ^70 
para seleccionar [D]. 



f. Presione el boton ■ 

g. Presione el boton AH y el boton ^70 
para seleccionar las horas y los 
minutos. 

• La hora se muestra en el formato de 24 horas. 



h. Presione el boton 

i. Presione el boton A H y el boton ^7<£) 
para seleccionar [A/M/D]. 



AMD HORA 



2008. 08. E 



AMD HORA 



2008.08 26 12:gr> A/M/D 



CANCEL'S! ACEPT>[OK) 



2008.08.26 12:30 * WHJEi 



CANCEL»BS ACEPT.ttOKl 



j. Una vez ajustadas las o pciones, 
presione el boton |qk/func| . 

• Para un ajuste horario preciso, presione el boton |«wc| cuando la serial horaria alcance los 
00 segundos. 




El numero de fotografias 
fijas almacenables se 
muestra. 
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Seleccionar un idioma 



a. Presione el boton MENU para ver el menu superior. 




b. Presione el boton para seleccionar [CONFIGURAC] y 
presione el boton |qkwnc| . 




c. Presione el boton y el boton ^70 para seleccionar [fc£D] 
y presione el boton |qk/func| . 




ENGLISH 
FRANCAIS 
DEJJISCH 




!T7 



■»S (»<$) 



d. Para seleccionar un idioma, pulse las 
teclas de control y a co ntinuacion 
presione el boton |qk/func| . 

• Se pueden anadir otros idiomas a la camara con el 
software OLYMPUS Master suministrado. Consulte el 
Manual Avanzado. 

|ATRAS»gi; acept,»1qk] 
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Tome una fotografia 



a. Sujete la camara 

Sujecion horizontal Sujecion vertical 




La marca de AF objetivo se pone de color verde para indicar 
que el enfoque y la exposition estan bloqueados (bloqueo de 
enfoque). Aparecen el valor de abertura y la velocidad de 
obturation. 

Si la marca de AF objetivo parpadea de color verde, el 
enfoque no esta ajustado correctamente. Intente bloquear el 
enfoque nuevamente. 



c. Dispare 
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Ver fotografias 



a. Situe el disco de modo en H- 




( ) 

a. Presione el boton y el boton [>4 para ver la fotografias que 
desea borrar. 

b. Presione el boton fL-''/^. 




c. Presione el boton para seleccionar [SI] y el boton |qk/func[ 
para borrar la fotografias. 
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Funcionamiento basico 



Botones de modo de fotografia 



Cuando este en modo de fotografia, utilice estos botones para acceder 
rapidamente a algunas de las funciones de uso mas comun. 




O Boton (modo macro) 

Utilice el modo macro o supermacro cuando tome fotografias de primeros pianos, 

por ejemplo, de una flor. 
0 Boton AB (compensacion de la exposicion) 

Utilice este ajuste para sobreexponer (+) o subexponer (-) una fotografia. 
0 Boton 04 (modo de flash) 

Seleccione uno de los 4 modos de flash: Flash automatico, Flash con reduccion de 

ojos rojos, Flash de relleno o Flash desactivado. 
O Boton ^70 (disparador automatico) 

Seleccione el disparador automatico para retardar el disparo aproximadamente 

12 segundos desde que se presiona el boton disparador. 
0 Boton |™§ (OK/FUNC) 

Muestra el menu de funciones y ajusta las funciones que se utilizan a menudo en 

modo de fotografia. 

Tambien permite confirmar y ajustar la seleccion de los elementos de menu. 
0 Boton MENU (MENU) 

Presione este boton para abrir el menu superior. 
O Boton B/,0, 

Presione H en modo de fotografia para cambiar a modo de reproduccion y 
mostrar la ultima fotografia tomada. 
© Boton 

Presione j£ ; en modo de fotografia para encender o apagar Shadow Adjustment 
Technology (tecnologia de ajuste de sombra). Esta funcion hace que la cara del 
sujeto aparezca mas clara incluso a contraluz. 
0 Boton DISP./0 

Presione DISP./© varias veces para ver el histograma y las lineas de guia de 
composicion. Seleccione un elemento del menu y presione DISP./© para ver una 
explicacion de su funcion. 
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Modos SCN (escena) 



3 



Esta funcion permite cambiar el modo SCN (escena) de acuerdo con el sujeto. 
© Situe el disco de modo en SCN- 

0 Presione £j\7 para seleccionar un modo de escena y presione |qk/fumc| . 




Modos de fotografia SCN (escena) 



• RETRATO 


AUTO - RETRATO 


FOT. & SELEC.1 


• PAISAJE 


RETR.LUZ DISPONIBLE • 


FOT. & SELEC.2 


• PAIS.+RETR. 


PUESTA SOL 


PLAYA Y NIEVE 


• ESC.NOCT. 


FUEG.ARTIF. 


VIDEO PRE-CAPTURA 


• NOCHE+RETRATO • 


COCINA 




• DEPORTE 


VITRINA 




• INTERIORES 


DOCUMENTOS 




• VELAS 


SUBASTA 






Este modo le permite fotografiar a una distancia de 20 cm (cuando el zoom esta 
ajustado en angulo de alejamiento) y de 60 cm (cuando el zoom esta ajustado 
en angulo de acercamiento) respecto al sujeto. 
s% Utilice este modo para fotografiar a una distancia de 3 cm del sujeto. En el modo 
sHi, la posicion del objetivo zoom esta fija. Si la distancia entre la camara y el 
sujeto es superior a 70 cm, la fotografia resultara desenfocada. 

O Presione <]&. 

0 Presione <X> para seleccionar [ft] o [ S H], y presione |qk/fuwc| . 
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Disparador automatico 



O Presione V0- 

0 Presione £j\7 para seleccionar [ON] y presione |qk/fumc| . 

© Presione el boton disparador hasta el final de su 
recorrido para tomar la fotografia. 
• El LED del disparador automatico se ilumina durante unos 
10 segundos despues de haber presionado el boton 
disparador y luego empieza a parpadear. Tras parpadear 
durante unos 2 segundos, se toma la fotografia. 



LED del disparador 
automatico 




c 



odos de flash 



O Presione 

0 Presione <X> para seleccionar un modo de flash y presione |qk/fuwc| . 

0 Presione el boton disparador hasta la mitad de su recorrido. 
• Cuando se dispara el flash, se ilumina la marca i . 

O Presione el boton disparador hasta el final de su recorrido para tomar la 
fotografia. 



Icono 


Modo de flash 


Descripcion 


AUTO 


Flash automatico 


El flash se dispara automaticamente en condiciones 
de baja iluminacion o de contraluz. 


<§> 


Flash con reduccion 
de ojos rojos 


El modo de flash con reduccion de ojos rojos reduce 
considerablemente este fenomeno emitiendo 
predestellos antes de dispararse el flash normal. 




Flash de relleno 


El flash se dispara independientemente de la luz 
disponible. 


© 


Flash desactivado 


El flash no se dispara. 



de ahorro de energia 



• Para ahorrar energia de la bateria, la camara pasa automaticamente al modo 
de reposo y deja de funcionar si no se utiliza durante 3 minutos en modo de 
fotografia. Presione el boton disparador o el boton de zoom para reactivar la 
camara. 

• Si no se realiza ninguna operation en 1 5 minutos despues de que haya entrado 
en el modo de reposo, la camara retrae automaticamente el objetivo y se 
apaga. Para volver a utilizarla, vuelva a encenderla. 
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Menus y ajustes 



t ,UJILII.IJ]I.I. ) 

O Presione MENU para abrir el menu superior. 




Menu superior del modo de fotograffa 



0 Utilice las teclas de control (£^7<I» para seleccionar elementos de menu y 
presione |qk/func| para ajustarlos. 

■ CALIDAD IMAGEN 

Ajuste la calidad de imagen de la fotograffa que vaya a tomar en funcion del 
uso que desee darle. 

■ RESTAURAR 

Devuelve las funciones de fotograffa modificadas a los ajustes predeterminados. 

■ MENU CAM AR A 

Ajusta varias opciones de fotograffa. 

■ CONFIGURAC. 

Ajusta la fecha, la hora, el idioma, el sonido de funcionamiento, etc. 

■ PANORAMA 

Toma y combinacion de fotografias panoramicas. Se requiere una tarjeta 
Olympus xD-Picture Card. 

■ SCN (escena) 

Selecciona la escena en funcion del sujeto y de las condiciones fotograficas 
cuando se selecciona el modo SCN 

■ MODOSILENC. 

Desactiva los sonidos operativos que se producen al fotografiar y reproducir, 
los sonidos de advertencia, los sonidos del boton disparador, etc. 



rrar todas las fotogorafia 



— 



En el menu superior del modo de reproduccion, 
seleccione [BORRAR] -> [BORRAR TODO] y 
presione [qk/func| . 

Seleccione [SI] y presione [ok™]. 
• Se eliminaran todas las fotografias. 



3 









CLp 


J> 


■ N0 


ATRAS*^ 


ACEPT.»[OK] 



67 



Conexion de la camara 




Utilice el cable AV suministrado con la camara para reproducir en el televisor las 
imagenes grabadas. Se pueden reproducir tanto fotografias como videos. 
© Asegurese de que el televisor y la camara esten apagados. Conecte el 

multiconector de la camara al terminal de entrada de video del televisor 

mediante el cable AV. 



0 Encienda el televisor y pongalo en modo de entrada de video. 

• Para mas information sobre como cambiar a entrada de video, consulte el manual de 
instrucciones del televisor. 

© Situe el disco de modo enQy presione el boton POWER para encender la 
camara. 

• En el televisor aparecera la ultima fotografia tomada. Utilice las teclas de control para 
seleccionar la fotografia que desea visualizar. 





Conectelo a los terminales 
de entrada de video 



(amarillo) y de entrada de 
audio (bianco) del televisor. 



Tapa del conector Cable AV (suministrado) 
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Impresion directa (PictBridge) 



Con el cable USB suministrado se puede conectar la camara directamente a una 
impresora compatible con PictBridge para imprimir fotografias. 
© En el modo de reproduccion, localice en el monitor la fotografia que desea 
imprimir. 

0 Conecte un extremo del cable USB suministrado en el multiconector de la 
camara y el otro extremo en el conector USB de la impresora. 

Multiconector — 




Tapa del conector Cable USB 



Presione H/fl- 

• Se inicia la impresion. 

• Cuando haya terminado de imprimir, desconecte el 
cable USB de la camara con la pantalla de seleccion 
de fotografias en el monitor. 



I - ill _ H 



IMPR.SIMPLE INICIO»iDi 
PC / IMPR.PERSONAL»[OK| 
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Transferencia de imageries 



a. Instale el software 

O Inserte el OLYMPUS Master 2 CD- 
ROM. 

©Windows: Haga die en el boton 
"OLYMPUS Master 2". 
Macintosh: Haga doble die en el 
icono "Setup". 

© Siga simplemente las instrucciones 
en pantalla. 




b. Conecte la camara al ordenador 

O Conecte la camara y el ordenador con el cable USB (incluido). 
• El monitor se enciende de automaticamente. 



Multiconector 




Tapa del conector 



Cable USB 



© Seleccione [PC] en el monitor y presione 

|0K/FUMC| . 



• El PC reconocera la camara como unidad 
de almacenamiento extraible. 



USB 




pc ) n 






llviPK.SIMPLE 






IMPR. PERSONAL 






SALIR 




ACEPT.»[OK] 
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c. Transfiera las imageries al ordenador 



© Con la camara conectada, abra 
OLYMPUS Master. 

0 Haga die en "Transferir 

imagenes" en la ventana de 
examinar y haga die en "De 
camara" jr}& . 

0 Siga simplemente las 
instrucciones en pantalla. 



Boton "Transferir imagenes" 





E Mii33n'. >1[] 
















■imiiiiii 











Es 



Consejos 



• Para obtener informacion mas detallada acerca de la configuracion y el uso de 
la camara, consulte el "Manual Avanzado" de la camara que se encuentra en 
el CD-ROM. 

• Para obtener asistencia adicional, consulte el archivo "Ayuda" en el software 
OLYMPUS Master. 
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Software OLYMPUS Master 



Software OLYMPUS Master: Utilice este software para 
descargarfotografias de la camara, para ver, organizar, retocar, 
enviar por correo electronico e imprimir sus fotografias y videos 
digitales, jy mucho mas! 




♦ Requisites del sistema 



so 


Windows 2000 Professional/XP/Vista o Mac OS X (v1 0.3 o posterior) 


CPU 


Pentium III 500 MHz/Power PC G3 500 MHz/Intel Core Solo/Duo a 
1,5 GHz o superior 


RAM 


256 MB o mas 


Disco duro 


500 MB o mas de espacio libre 


Conexion 


Puerto USB o puerto IEEE 1394 


Monitor 


Resolucion de 1 .024 x 768 pixeles o mas con un minimo de 65.536 
colores (Windows), 32.000 colores (Macintosh) (se recomienda 
16.770.000 de colores o mas) 


Otros 


Internet Explorer 6 o posterior (Windows), Safari 1 .0 o posterior, 
QuickTime 6 o posterior (Macintosh) 



Para obtener la informacion de asistencia mas actualizada, visite el sitio Web de 
Olympus (http://www.olympus.com/) 




Registro del usuario 



Registre su camara cuando instale OLYMPUS Master para activar su 
garantia, recibir avisos de actualizaciones del software y del firmware de 
la camara, y mucho mas. 

- 
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Especificaciones 



> Camara 



Tipo de producto 
Sistema de grabacion 
Fotografias 

Estandares aplicables 

Sonido con fotografias 
Videos 
Memoria 

Num. de fotografias 
(cuando esta 
completamente cargada) 
Num. de pfxeles efectivos 
Dispositivo de captura de 
imagen 
Objetivo 

Sistema fotometrico 
Velocidad de obturacion 
Alcance de fotografia 



Monitor 

Tiempo de carga del flash 

Conectores exteriores 
Sistema de calendario 
automata 

Entorno de funcionamiento 

Temperatura 

Humedad 
Fuente de alimentacion 

Dimensiones 

Peso 



Camara digital (para fotografia y reproduction) 

Grabacion digital, JPEG (segiin la norma Design rule for Camera 
File system (DCF)) 

Exif 2.2, Formato de reserva de impresion digital (DPOF), PRINT 
Image Matching III, PictBridge 
Formato WAVE 
AVI Motion JPEG 
Memoria interna 

xD-Picture Card de 16 MB a 2 GB (TypeH/M, Standard) 
Aprox. 200 

(basado en las normas de medicion de vida util de las baterias de 
la CIPA) 

8.100.000 pixeles 

CCD de 1/2,35" (filtro de colores primarios), 8.500.000 pixeles (brutos) 

Objetivo Olympus de 6,4 a 32,0 mm, f3,3 a 5,0 

(equivalente a 36 a 180 mm en una camara de 35 mm) 

Medicion ESP digital, sistema de medicion por puntos 

4 a 1/2000 seg. 

0,7 m a oo (W/T) (normal) 

0,2 m a oo (W), 0,6 m a oo (T) (modo macro) 

0,03 m a 0,7 m (solo W) (modo supermacro) 

Pantalla LCD TFT en color de 2,7", 230.000 puntos 

Aprox. 2 seg. (para descarga completa del flash a temperatura 

ambiente usando una bateria nueva completamente cargada) 

Multiconector (jack DC-IN, conector USB, toma A/V OUT) 

2000 hasta 2099 



0°C a 40°C (funcionamiento)/-20°C a 60°C (almacenamiento) 
30 % a 90 % (funcionamiento)/1 0 % a 90 % (almacenamiento) 
Una bateria de iones de litio Olympus (LI-42B/LI-40B) o un 
adaptador de CA Olympus 

96,4 mm (anchura) x 56,5 mm (altura) x 24,0 mm (prof.) 

(sin incluir los salientes) 

130 g (sin la bateria ni la tarjeta) 



La funcion "Shadow Adjustment Technology" (tecnologia de ajuste de sombra) contiene 
tecnologias patentadas de Apical Limited. 



3> 

apical 
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• Bateria de iones de litio (LI-42B) 



Tipo de producto 
Voltaje estandar 
Capacidad estandar 
Duracion de la bateria 
Entorno de funcionamiento 
Temperatura 



Dimensiones 
Peso 



Bateria recargable de iones de litio 
CC 3,7 V 
740 mAh 

Aprox. 300 recargas completas (varia segun el uso) 

0°C a 40°C (durante la carga)/ 
-10°C a 60°C (funcionamiento)/ 
-20°C a 35°C (almacenamiento) 
31,5 x 39,5 x 6 mm 
Aprox. 1 5 g 



•Cargador de bateria (LI-40C) 



Alimentacion 
Salida 

Tiempo de carga 
Entorno de funcionamiento 
Temperatura 

Dimensiones 
Peso 



: CA del 00 a 240 V (50 a 60 Hz) 
3,2 VA (1 00 V) a 5,0 VA (240 V) 
: CC 4,2 V, 200 mA 
: Aprox. 5 horas 

: 0°C a 40°C (funcionamiento)/ 

-20°C a 60°C (almacenamiento) 
: 62 x 23 x 90 mm 
: Aprox. 65 g 



El diseno y las especificaciones estan sujetos a cambios sin previo aviso. 
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Precauciones de seguridad 



A 



PRECAUCION 



RIESGO DE DESCARGAS 
ELECTRICAS 
NO ABRIR 



A 



PRECAUCION: PARA REDUCIR EL RIESGO DE DESCARGAS ELECTRICAS, NO 
RETIRE LA CUBIERTA (O PARTE TRASERA). EN EL INTERIOR NO HAY 
PIEZAS QUE EL USUARIO PUEDA REPARAR. 
REMITA LA REPARACION A PERSONAL DE SERVICIO ESPECIALIZADO DE 
OLYMPUS. 



A 

A 
A 
A 



PELIGRO 



El signo de admiracion dentro de un triangulo equilatero tiene como finalidad alertar al 
usuario de la existencia de importantes instrucciones de operacion y mantenimiento en 
la documentacion suministrada con el producto. 

Si el producto es utilizado sin observar la informacion representada bajo este simbolo, 
podria causar serias lesiones o muerte. 



ADVERTENCIA el producto es utilizado sin observar la inlormacion representada bajo este simbolo, 
podria causar serias lesiones o muerte. 

PRECAUCION ^' e ' P roo,|jctoes utilizado sin observar la informacion representada bajo este simbolo, podria 
causar lesiones personales menores, danos al equipo, o perdida de datos importantes. 



jADVERTENCIA! 

PARA EVITAR EL RIESGO DE INCENDIO O DESCARGAS ELECTRICAS, NUNCA DESMONTE Nl EXPONGA 
ESTE PRODUCTO AL AGUA Nl LO UTILICE EN UN ENTORNO MUY HUMEDO. 



Precauciones Generales 



Lea todas las instrucciones — Antes de utilizar este producto, lea todas las 
instrucciones operativas. Guarde todos los manuales y la documentacion para 
futuras consultas. 

Limpieza — Siempre desenchufe el producto de la toma de corriente antes de 

limpiarlo. Para la limpieza use solo un pano humedo. Nunca use limpiadores liquidos 

o aerosoles, ni solventes organicos de ningun tipo para limpiar este producto. 
Accesorios — Para su seguridad y evitar danos al producto, utilice unicamente 

los accesorios recomendados por Olympus. 
Agua y humedad — En las precauciones de los productos disenados a prueba 

de la intemperie, consulte las secciones de resistencia a la intemperie en sus 

respectivos manuales. 
Ubicacion — Para evitarle danos al producto, monte el producto sobre un tripode, 

caballete o soporte estable. 
Fuentes de alimentacion — Conecte este producto unicamente con la fuente de 

alimentacion descrita en la etiqueta del producto. 
Rayos — Si se produce una tormenta electrica mientras esta utilizando el 

adaptador de CA, retirelo de la toma de corriente inmediatamente. 
Objetos extranos — Para evitar danos personales, nunca inserte objetos de 

metal en el producto. 
Calentadores — Nunca utilice ni guarde este producto cerca de fuentes de calor, 

tales como radiadores, rejillas de calefaccion, estufas o cualquier tipo de 

equipo o aparato generador de calor, incluyendo amplificadores estereo. 
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Maneio de la camara 



3 



A 



'\ ADVERTENCIA 

No utilice la camara cerca de gases inflamables o explosivos. 

No utilice el flash ni el LED a corta distancia de las personas (bebes, 

nifios pequenos, etc.). 

• Cuando dispare el flash, debera mantener, por lo menos, una distancia de 1 m 
de la cara de los sujetos. El disparo demasiado oercano de los ojos del sujeto 
podra causarle la perdida de vision momentanea. 

Mantenga a los nifios menores y mayores alejados de la camara. 

• Utilice y guarde siempre la camara fuera del alcance de los nifios menores y 
mayores, para prevenir las siguientes situaciones de peligro que podrian 
causarles serias lesiones: 

• Enredarse con la correa de la camara, ocasionando asfixia. 

• Ingerir accidentalmente una bateria, tarjetas, u otras piezas pequenas. 

• Disparar el flash accidentalmente hacia sus propios ojos o hacia los ojos de 
otro nino. 

• Lesionarse accidentalmente con las piezas moviles de la camara. 
No mire al sol ni a luces fuertes a traves de la camara. 

No utilice ni guarde la camara en lugares polvorientos o humedos. 
No cubra el flash con la mano mientras efectua el disparo. 



A 



'\ PRECAUCION 

Interrumpa inmediatamente el uso de la camara si percibe algun 
olor, ruido o humo extrano alrededor de la misma. 

• Nunca retire las baterias con las manos descubiertas, ya que podria causar un 
incendio o quemarle las manos. 

Nunca sujete ni utilice la camara con las manos mojadas. 
No deje la camara en lugares donde pueda estar sujeta a 
temperaturas extremadamente altas. 

• Si lo hace puede provocar el deterioro de las piezas y, en algunas 
circunstancias, provocar que se prenda fuego. No utilice el cargador o el 
adaptador CA si esta cubierto (por ejemplo con una frazada). Esto podria causar 
recalentamiento, resultando en incendio. 

Manipule la camara con cuidado para evitar una quemadura de leve. 

• Ya que la camara contiene partes metalicas, el recalentamiento puede resultar 
en una quemadura de baja temperatura. Preste atencion a lo siguiente: 

• Cuando utilice la camara durante un largo periodo, esta se recalentara. Si mantiene 
la camara en este estado, podria causar una quemadura de baja temperatura. 

• En lugares sujetos a temperaturas extremadamente bajas, la temperatura de la 
carcasa de la camara puede ser mas baja que la temperatura ambiente. Si es 
posible, pongase guantes cuando manipule la camara en temperaturas bajas. 

Tenga cuidado con la correa. 

• Tenga cuidado con la correa cuando transporte la camara. Podria engancharse 
en objetos sueltos y provocar dafios graves. 
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• No toque las partes metalicas de la camara de forma prolongada a 
bajas temperaturas. 

• Puede dafiarse la piel. Si la temperatura es baja, utilice la camara con guantes 
puestos. 



L Precauciones acerca del uso de la bateria 



Siga estas importantes indicaciones para evitar que se produzcan fugas, 
recalentamientos, incendios o explosion de la bateria, o que cause 
descargas electricas o quemaduras. 



A PELIGRO 

• La camara utiliza una bateria de iones de litio especificada por Olympus. 
Cargue la bateria con el cargador especificado. No utilice otros cargadores. 

• Nunca caliente ni incinere las baterias. 

• Tome precauciones al transportar o guardar las baterias a f in de evitar que entren 
en contacto con objetos metalicos, tales como alhajas, horquillas, cierres, etc. 

• Nunca guarde las baterias en lugares donde queden expuestas a la luz solar 
directa o sujetas a altas temperaturas en el interior de un vehiculo con 
calefaccion, cerca de fuentes de calor, etc. 

• Para evitar que ocurran fugas de liquido de las baterias o danos de sus 
terminales, siga cuidadosamente todas las instrucciones respectivas al uso de 
las baterias. Nunca intente desarmar una bateria ni modificarla de ninguna 
manera, por soldadura, etc. 

• Si el fluido de la bateria penetrara en sus ojos, lavelos de inmediato con agua 
corriente fresca y limpia, y solicite atencion medica inmediatamente. 

• Siempre guarde las baterias fuera del alcance de los ninos pequenos. Si un nino 
ingiere una bateria accidentalmente, solicite atencion medica inmediatamente. 

A ADVERTENCIA 

• Conserve la bateria siempre seca. 

• Para evitar que ocurran fugas de liquido, recalentamiento de la bateria, o que 
cause incendio o explosion, utilice unicamente la bateria recomendada para el 
uso con este producto. 

• Inserte la bateria cuidadosamente, tal como se describe en el manual de 
instrucciones. 

• Si las baterias recargables no han sido recargadas dentro del tiempo 
especificado, interrumpa la carga y no las utilice. 

• No utilice una bateria si esta rajada o quebrada. 

• Si se producen fugas de liquido, decoloration o deformation de la bateria, o 
cualquier otra anormalidad durante la operation, interrumpa el uso de la camara. 

• Si el fluido de la pila entrara en contacto con su ropa o con su piel, quitese la 
ropa y lave de inmediato la parte afectada con agua corriente fresca y limpia. Si 
el fluido quemara su piel, solicite atencion medica inmediatamente. 

• Nunca exponga la bateria a fuertes impactos ni a vibraciones continuas. 



77 



A PRECAUCION 

• Antes de colocarla, siempre inspeccione la bateria atentamente para verificar si no 
se producen fugas de liquido, decoloracion, deformacion o cualquier otra anomalia. 

• La baterias puede recalentarse durante el uso prolongado. Para evitar 
quemaduras menores, no la retire inmediatamente despues de utilizar la camara. 

• Siempre retire la bateria de la camara antes de guardar la camara por un largo tiempo. 

Para los clientes de Europa 

La marca "CE" indica que este producto cumple con los requisitos europeos 
sobre proteccion al consumidor, seguridad, salud y proteccion del medio 
ambiente. Las camaras con la marca "CE" estan destinadas a la venta en 
Europa. 

Este simbolo [un contenedor de basura tachado con una X en el Anexo IV de 
WEEE] indica que la recogida de basura de equipos electricos y electronicos 
debera tratarse por separado en los paises de la Union Europea. No tire este 
equipo a la basura domestica. 

Para el desecho de este tipo de equipos utilice los sistemas de devolucion al 
vendedor y de recogida que se encuentren disponibles. 

Precaucion con el uso de la bateria recargable y cargador de bateria 

Se recomienda enfaticamente usar solamente la bateria recargable y cargador de 
bateria especificados, que se disponen con esta camara como accesorios 
originales Olympus. 

El uso de una bateria recargable y/o cargador de bateria que no sean originales, 
puede resultar en incendios o lesiones personales, debido a la fuga de fluido, 
calentamiento, encendido o danos a la bateria. Olympus no asume ninguna 
responsabilidad por accidentes y danos debido al uso de una bateria o cargador 
de bateria que no sean accesorios originales Olympus. 

Marcas comerciales 

• IBM es una marca registrada de International Business Machines Corporation. 

• Microsoft y Windows son marcas registradas de Microsoft Corporation. 

• Macintosh es una marca comercial de Apple Inc. 

• xD-Picture Card™ es una marca comercial. 

• Todos los demas nombres de compahias y productos son marcas registradas 
y/o marcas comerciales de sus respectivos propietarios. 

• Las normas para sistemas de archivos de camara referidas en este manual son 
las "Normas de Diseho para Sistema de Archivos de Camara/DCF" estipuladas 
por la Asociacion de Industrias Electronicas y de Tecnologia de Informacion de 
Japon (JEITA). 
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Condiciones de la garanti'a 

1 . Si este producto sufre algun defecto, a pesar de haber sido usado adecuadamente (de acuerdo con las 
instrucciones del Manual de Servicio suministrado con el mismo), durante un periodo de dos anos desde 
la fecha de la compra a un distribuidor Olympus autorizado que se halle dentro del area comercial de 
Olympus Imaging Europa GmbH, tal como se estipula en el sitio web http://www.olympus.com, sera 
reparado o, si Olympus lo considera oportuno, reemplazado, libre de cargos. Para hacer una reclamation 
bajo las condiciones de esta garantia, el cliente debera entregar el producto y este Certificado de Garantia 
antes de finalizar el periodo de garantia de dos anos, al concesionario donde fue comprado el producto 
o a cualquier Centra de Servicio Olympus, dentro del area comercial de Olympus Imaging Europa GmbH, 
tal como se estipula en el sitio web http://www.olympus.com. Durante un periodo de un ano de la Garantia 
Internacional el cliente puede presenter el producto a cualquier Centra de Servicio Olympus. Tenga en 
cuenta que no en todos los paises existe un Centra de Servicio Olympus. 

2. El coste del transporte del producto al establecimiento vendedor o servicio tecnico autorizado 
correra a cuenta del comprador. 

3. Por otra parte, incluso dentro del periodo de garantia, el comprador debera pagar los gastos de 
reparacion en los siguientes casos: 

(a) Cualquier defecto que se produzca debido al uso indebido (tal como una operation no 
mencionada en el Manual de Servicio.) 

(b) Cualquier defecto que se produzca debido a una reparacion, modificacion, limpieza por otros 
que no sean los servicios tecnicos Olympus. 

(c) Cualquier defecto o dano debido a un transporte no adecuado, a golpes, etc. despues de la 
compra del producto. 

(d) Cualquier defecto o dano que se produzca por incendios, terremotos, inundaciones, tempestades 
u otros desastres naturales, contaminacion ambiental y fuentes irregulares de tension. 

(e) Cualquier defecto que se produzca por descuido o almacenamiento inadecuado (tal como 
guardar el producto en lugares con alta temperatura y humedad, cerca de insecticidas, tales 
como naftalina, o productos quimicos nocivos, y otros), mantenimiento inadecuado, etc. 

(f) Cualquier dano que se produzca debido a pilas gastadas, etc. 

(g) Danos producidos por penetrar arena, barro, etc. en el producto. 

(h) Cuando no se adjunte esta garantia en el momento de solicitar la reparacion. 

(i) Cuando se haya realizado cualquier modificacion en la garantia como ano, mes y fecha de 
compra, nombre del comprador, nombre del establecimiento vendedor, numero de serie etc. 

(j) Cuando el justificante de compra no sea presentado con este certificado de garantia. 

4. Esta garantia cubre solo el propio producto: otros accesorios y equipo, tal como el estuche, la 
correa, la tapa del objetivo, las pilas, etc. no son cubiertos por la misma. 

5. La responsabilidad de Olympus bajo esta garantia queda limitada unjcamente a la reparacion y 
reemplazo del producto. Cualquier responsabilidad por perdida o dano indirectos o consecuentes de 
cualquier tipo que sea incurrido o sufrido por el cliente debido a un defecto del producto, y en particular 
cualquier perdida o dano ocasionado a cualquier objetivo, pelicula u otro equipo o accesorio usado 
con este producto, o ante cualquier perdida resultante de un retraso en la reparacion o perdida de 
datos, queda excluida explfcitamente. Ello no afecta a las disposiciones fijadas por la ley. 

Notas relativas a las condiciones de la garanti'a 

1 . Esta garantia solamente sera valida si el Certificado de Garantia ha sido rellenado debidamente por Olympus 
o un concesionario autorizado o exista cualquier otro documento que contenga una prueba suficiente. Por lo 
tanto, asegurese de que su nombre, el nombre del concesionario, el numero de serie y el ano, mes y fecha 
de la compra, se encuentren todos completos y se adjunte la factura de compra/venta original (indicando el 
nombre del concesionario, la fecha de compra y tipo de producto) al Certificado de Garantia. Olympus se 
reserva el derecho de rechazar un servicio gratuito si el Certificado de Garantia es incompleto o ilegible y si 
no se adjunte el documento anteriormente citado o sus datos son incompletos o ilegibles. 

2. i jEn caso de perdida de la garantia original, esta no sera sustituida por otra!! Rogamos pues la 
guarde en un lugar seguro. 

* Para obtener informacion sobre la red internacional de servicio tecnico Olympus, consulte el sitio 

web http://www.olympus.com. 
Limitacion de la garanti'a 

Olympus no hace declaration alguna ni realiza ningun tipo de afirmaciones o garantias, ni 
explicitamente ni de forma concluyente, a traves de o con referencia al contenido de esta 
documentation impresa o en forma de software. Tampoco puede hacerse responsable de la 
capacidad de mercado o de la idoneidad para un objetivo determinado, ni tampoco por danos tanto 
directos como incidentes o indirectos (especialmente, pero no unicamente, a danos devengados de 
una eventual perdida de beneficios, una interrupcion o perdida de datos de negocio) que se 
desprendan del uso o de la limitacion o incapacidad de uso de esta documentation impresa o en forma 
de software. En algunos paises no esta permitido limitar o inhibirse totalmente de la responsabilidad 
procedente de este tipo de danos, por lo cual de garantia no tendra efectos en este caso. 



79 



Inhaltsverzeichnis 



Uberpriifen Sie, ob die folgenden Komponenten 



(Verpackungsinhalt) vorhanden sind 81 

Vorbereiten der Kamera 82 

Die Kamera einschalten 84 

Stellen Sie das Datum und die Zeit ein 85 

Eine Sprache auswahlen 87 

Ein Bild aufnehmen 88 

Bilder anzeigen 89 

Grundlegende Bedienung 90 

Aufnahmemodus-Tasten 90 

SCN Modi (Aufnahmesituation) 91 

Nahaufnahmemodus 91 

Selbstausloser 92 

Blitzmodi 92 

Stromsparfunktion 92 

Menus und Einstellungen 93 

Hauptmenu 93 

Alle Bilder loschen 93 

Die Kamera anschlieRen 94 

Wiedergabe auf einem Fernsehgerat 94 

Direktes Ausdrucken (PictBridge) 95 

Bilder ubertragen 96 

OLYMPUS Master-Software 98 

Technische Daten 99 

Sicherheitshinweise 101 



• Bitte lesen Sie dieses Handbuch vor Gebrauch Ihrer Kamera sorgfaltig durch, 
urn eine einwandfreie Handhabung zu gewahrleisten. 

• Wir empfehlen Ihnen, vor wichtigen Aufnahmen Probeaufnahmen zu erstellen, 
damit Sie sich mit der Bedienung und den Funktionen der Kamera vertraut 
machen kb'nnen. 

• Bitte beachten Sie die Sicherheitshinweise am Ende dieses Handbuchs. 

• Die Bildschirm- und Kameraabbildungen in diesem Handbuch wurden wahrend 
des Herstellungsprozesses erstellt, und konnen vom aktuellen Produkt 
abweichen. 
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Uberprufen Sie, ob die folgenden Komponenten (Verpackungsinhalt) vorhanden sind 






Digitalkamera 



Trageriemen 



LI-42B 
Lithium-lonen-Akku 





LI-40C 
Ladegerat 



USB-Kabel 



AV-Kabel 



OLYMPUS Master 2 
Software CD-ROM 



Zubehor ohne Abbildung: Erweiterte Anleitung (CD-ROM), Einfache Anleitung (dieses 
Handbuch), Garantiekarte. Der Verpackungsinhalt richtet sich nach der Region, in der Sie 
Ihre Kamera gekauft haben. 



c 



Anbringen des Trageriemen 




# Ziehen Sie den Trageriemen test, damit er sich nicht losen kann. 
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Vorbereiten der Kamera 



a. Laden Sie den Akku auf 




Leuchte aus: Ladevorgang fertig 
(Ladezeit: ca. 5 Stunden) 



# Beim Kauf ist der Akku noch nicht vollstandig aufgeladen. 

b. Einlegen des Akkus und einer xD-Picture Card (optional) in die 
Kamera. 
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Vorbereiten der Kamera 




Legen Sie den Akku ein, indem 
Sie zuerst die mit T markierte 
Seite einlegen, so dass die © 
Markierungen in Richtung 
Akkuverriegelung zeigen. 

Wenn Sie den Akku nicht korrekt 
einlegen, konnen Sie ihn spater nicht 
mehr entfernen. Wenden Sie keine 
Gewalt an. Kontaktieren Sie einen 
autorisierten Handler bzw. eine 
Kundendienststelle. Schaden an der 
AuRenseite des Akkus (Kratzer usw.) 
konnen zu Hitzentwicklungen oderzur 
Explosion fuhren. 

Akkuverriegelung 

Die Akkuverriegelung in Pfeilrichtung 

schieben, um den Akku zu entfernen. 



De 



Indexbereich Kerbe 




# Richten Sie die Karte wie in der 
Abbildung gezeigt aus und fuhren 
Sie diese gerade in das Kartenfach 
ein. 

Schieben Sie die Karte so weit ein, bis sie 
horbar einrastet. 



Driicken Sie zum Entnehmen der Karte, die 
Karte vollstandig nach innen und lassen Sie 




sie langsam los. Halten Sie dann das Ende 
der Karte test und Ziehen Sie sie hinaus. 



# Mit dieser Kamera konnen Sie Bilder sogar ohne den Einsatz einer optionalen 
xD-Picture Card™ (nachstehend als „Karte" bezeichnet) aufnehmen. Wenn 
keine xD-Picture Card eingelegt ist, werden Ihre Bilder im internen Speicher 
gespeichert. 

Einzelheiten zur Karte, finden Sie in der Erweiterten Anleitung. 
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Die Kamera einschalten 



Hier wird das Einschalten der Kamera im Aufnahmemodus erklart. 
a. Stellen Sie die Programmwahlscheibe auf h\UM . 




(Wiedergabemodus) 

Aufnahmemodi fur Einzelbilder 



hoe 


Mit dieser Funktion kdnnen Sie die automatischen Einstellungen der Kamera fur 




Ihre Aufnahmen nutzen. 


a 


Die Kamera stellt automatisch den optimalen Blendenwert und die optimale 




Verschlusszeit ein. 


SCN 


Diese Funktion ermdglicht Ihnen, nach Aufnahmebedingungen ausgewahlte 




Aufnahmen zu machen. 


GUIDE 


Diese Funktion erlaubt Ihnen, Einstellungen aus den Aufnahmehinweisen 




vorzunehmen, die auf dem Bildschirm gezeigt werden. 



b. Driicken Sie die POWER-Taste. 




Uhrzeit noch nicht 
eingestellt wurden. 



# Drucken Sie zum Ausschalten der Kamera noch einmal die POWER-Taste. 



Hinweis 



Die Richtungen der Pfeiltasten (££7<X>) werden in der 
mitgelieferten Bedienungsanleitung durch A'v'^IO angezeigt. 
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Stellen Sie das Datum und die Zeit ein 



Informationen zum Einstellbildschirm fur Datum und Uhrzeit 



J-M-T (Jahr-Monat-Tag) 




Datumsformate (J/M/T, M/T/J, T/M/J) 



Beendet die Einstellung. 

a. Drucken Sie die Z^H-Taste und die 'v'cD-Taste zur Auswahl 
von [J]. 

• Die ersten beiden Ziffem der Jahreszahl lassen sich nicht andern. 



A0-Taste 




V0-Taste 
b. Drucken Sie die -Taste. 



J M T ZEIT 



ZURUCK»« 




a jomFUNcf t ) 0£ -Taste 



c. Drucken Sie die A0-Taste und die 
^70-Taste zur Auswahl von [M]. 



d. Drucken Sie die 0^ -Taste. 



J M T ZEIT 



ZURUCK»H 



Stellen Sie das Datum und die Zeit ein 



Drucken Sie die AH -Taste und die 
^70-Taste zur Auswahl von [T]. 



f. Drucken Sie die [>4 -Taste. 

g. Drucken Sie die A|2-Taste und die 
'v'O-Taste, um die Stunden und 
Minuten auszuwahlen. 

• Die Uhrzeit wird stets im 24-Stunden-Format angezeigt. 



Drucken Sie die D>£ -Taste. 
Drucken Sie die A0-Taste und die 
^7(£)-Taste zur Auswahl von [J/M/T]. 



© 

J M T ZEIT 



2008.08 .gj 



J M T ZEIT 



2008.08.26 12:g> J /M/T 



ZURUCK»H EINST.«[Oi<l 





J) M T 


ZEIT 


2008.08 26 


12:30 <IM8ml 


ZURi)CK»S 


EINST.»PW 



j. Nach dem alle Elemente eingestellt wurden, drucken Sie die 
|qk/func| -Taste. 

• Zur genauen Einstellung der Uhrzeit drucken Sie die §<™§ -Taste, wenn das Zeitsignal 
00 Sekunden anzeigt. 




Die Anzahl der speicherbaren 
Einzelbilder wird angezeigt. 
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Eine Sprache auswahlen 



a. Driicken Sie die MENU-Taste zur Anzeige des Hauptmeniis. 




b. Driicken Sie die [>£ - Taste zur Auswahl von [EINRICHTEN] und 
driicken Sie dann die |oK/rumi| -Taste. 




c. Driicken Sie die Z^0-Taste und die '\70-Taste zur Auswahl 
von und driicken Sie dann die |oK/Fuwc| -Taste. 




Verwenden Sie die Pfeiltasten, um eine 
Sprache zu wa hlen, und driicken Sie 
dann die [qk/func] -Taste. 

• Mit der beiliegenden OLYMPUS Master-Software kdnnen 
Sie Ihrer Kamera weitere Sprachen hinzufugen. Weitere 
Hinweise finden Sie in der Erweiterten Anleitung. 




ZURUCK»aS EINST.»OKl 
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Ein Bild aufnehmen 



a. Halten der Kamera 

Querformat 



Hochformat 






b. Scharfstellen 




(Halb nach 
unten driicken) 



Wenn der AF-Markierungsbereich grun aufleuchtet, sind 
Scharfeund Belichtungswertegespeichert. DieVerschlusszeit 
und der Blendenwert werden angezeigt. 
Wenn der AF-Markierungsbereich rot blinkt, ist die 
Scharfenicht korrekt eingestellt. Versuchen Sie, die Scharfe 
erneut zu speichern. 



Platzieren Sie diese 
Markierung uber Ihrem Motiv. 




c. Aufnehmen 
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a. Stellen Sie die Programmwahlscheibe auf H- 




( ) 

a. Driicken Sie die <\%-Taste und die [>£-Taste, urn das zu 
loschende Bild anzuzeigen. 

b. Driicken Sie die #/^-Taste. 




c. Driicke n Sie die Z^B-Taste, um [JA] auszuwahlen, und driicken 
Sie die (««§-Taste zum Loschen des Bildes. 

|:IIMI.»J!U> 



A^-Taste 




r 




EINST.»lSk| 
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Grundlegende Bedienung 



Aufnahmemodus-Taste 



Verwenden Sie diese Tasten im Aufnahmemodus, um schnell zu einigen der 
haufiger benutzten Funktionen zu gelangen. 




© <]fli-Taste (Nahaufnahmemodus) 

Im Nahaufnahme- Oder Supernahaufnahmemodus konnen Sie Nahaufnahmen (z. B. 
von einer Blume) erstellen. 

Q Z^H-Taste (Belichtungskorrektur) 

Mit dieser Einstellung konnen Sie ein Bild uberbelichten (+) oder unterbelichten (-). 
© [>£ -Taste (Blitzmodus) 

Sie konnen aus 4 Blitzmodi auswahlen: Auto-Blitz, Blitz mit Rote-Augen-Effekt- 
Reduzierung, Aufhellblitz oder zwangsabgeschalteter Blitz. 

O ^70-Taste (Selbstausldser) 

Wahlen Sie den Selbstausloser, wenn Sie die Aufnahme um circa 12 Sekunden 
nach Drucken des Auslosers verzogern mdchten. 
© [SB]-Taste (OK/FUNC) 

Zeigt das Funktionsmenu an und stellt die Funktionen ein, die im Aufnahmemodus 
oft benutzt werden. 

Aktiviert auch die Einstellungen von Menupunkten. 
© MENU-Taste (MENU) 

Diese Taste drucken, um das Hauptmenu anzuzeigen. 
O H/fl-Taste 

Drucken Sie die Taste H i m Aufnahmemodus, um zum Wiedergabemodus zu 
wechseln und das zuletzt aufgenommene Bild anzuzeigen. 

© iPV^-Taste , 

Drucken Sie Si!' im Aufnahmemodus, um die Shadow Adjustment Technology 
(Gegenlichtkorrektur) zu aktivieren bzw. zu deaktivieren. Mit dieser Funktion erscheint 
das Gesicht des Motivs, auch bei Gegenlicht, heller. 

© DISR/e-Taste 

Blenden Sie durch wiederholtes Drucken der DISP./©-Taste die Hilfslinien zur 
Verbesserung der Bildkomposition und das Histogramm ein. Wahlen Sie einen 
Menupunkt aus und drucken Sie die DISP./0-Taste, um eine Erklarung zu dieser 
Funktion anzuzeigen. 
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SCN Modi (Aufnahmesituation) 



Diese Funktion erlaubt Ihnen, den SCN-Modus (Motivprogramm) je nach Motiv zu 
verandern. 

© Stellen Sie die Programmwahlscheibe auf SCN- 

0 Drucken Sie Z^\7, um ein Motivprogramm auszuwahlen, und drucken Sie 
anschlieGend |qk/fuhc| , 




Aufnahme SCN (Aufnahmesituation) Modi 





PORTRAT 


• SELBSTPORTRAIT 


AUFN. & AUSW.1 




LANDSCHAFT 


• NATURL. LICHT 


AUFN. & AUSW.2 




land./portrAt 


• SONNENUNTERGANG • 


SAND + SCHNEE 




NACHTAUFNAHME 


• FEUERWERK 


PRE-CAPTURE VIDEO 




NACHT+PERSON 


• SPEISEN 






SPORT 


• VITRINE 






INNENAUFNAHME 


• DOKUMENTE 






KERZENLICHT 


• AUKTION 






ft Mit diesem Modus konnen Sie Aufnahmen mit einem Abstand von nur 20 cm 
(beim Auszoomen eines Motivs) und einem Abstand von nur 60 cm (beim 
Einzoomen eines Motivs) zum Motiv erstellen. 

s!6 Mit diesem Modus konnen Sie Nahaufnahmen mit einer Entfernung von lediglich 
3 cm zu Ihrem Motiv erstellen. Die Position des Zooms ist im sift-Modus test 
eingestellt. Wenn der Abstand zwischen der Kamera und dem Gegenstand 
groRer als 70 cm ist, ist das Bild unscharf. 

O Drucken Sie auf Oft. 

0 Drucken Sie auf <][>, um [ft] Oder [ s %] auszuwahlen. Drucken Sie dann auf 
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c 



Selbstausldser 



3 



O Drucken Sie auf V0- 

0 Drucken Sie auf ££\7, um [ON] auszuwahlen. Drucken 
Sie dann auf |ok/fumc| , 

0 Drucken Sie den Ausloser vollstandig nach unten, um 
die Aufnahme zu erstellen. 

• Die Selbstausloser-LED leuchtet nach dem Drucken des 
Auslosers fur ca. 10 Sekunden und wechselt dann auf ein 
Blinksignal. Die Aufnahme erfolgt nach ungefahr 2 Sekunden blinken 



Selbstausloser-LED 




( ) 

O Drucken Sie auf 04 . 

0 Drucken Sie <][>, um den Blitzmodus auszuwahlen. Drucken Sie 
anschlieRend auf |qk/func| . 

0 Drucken Sie den Ausloser halb nach unten. 

• Wenn der Blitz ausldsebereit ist, leuchtet die ^-Markierung. 

O Drucken Sie den Ausloser vollstandig nach unten, um die Aufnahme zu erstellen. 



Symbol 


Blitzmodus 


Beschreibung 


AUTO 


Automatische 
Blitzabgabe 


Bei niedriger Umgebungshelligkeit Oder starkem 
Gegenlicht lost der Blitz automatisch aus. 


<§> 


Blitz mit Rote- 
Augen-Effekt- 
Reduzierung 


Der Blitzmodus mit Rote-Augen-Effekt-Reduzierung 
mindert dieses Phanomen erheblich, indem er vor dem 
eigentlichen Blitz mehrere Vorblitze aussendet. 




Aufhellblitz 


Der Blitz wird unabhangig von der aktuellen 
Umgebungslichtsituation ausgelost. 


© 


Zwangsabge- 
schalteter Blitz 


Die Blitzabgabe unterbleibt. 




• Um Akkustrom zu sparen, wechselt die Kamera automatisch in den Sleep- 
Modus, wenn im Aufnahmemodus innerhalb von 3 Minuten kein Bedienschritt 
erfolgt. Reaktivieren Sie die Kamera, indem Sie den Ausloser oder die Zoom- 
Taste drucken. 

• Wenn innerhalb von 1 5 Minuten kein Bedienschritt erfolgt, wechselt die Kamera 
automatisch in den Sleep-Modus, wobei das Objektiv eingefahren und die 
Kamera abgeschaltet wird. Schalten Sie die Kamera erneut ein, um mit der 
Bedienung fortzufahren. 
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Menus und Einstellungen 



© Drucken Sie MENU, urn das Hauptmenu anzuzeigen. 





Hauptmenu im Aufnahmemodus 

0 Verwenden Sie die Pfeiltasten (^^7<X>) zur Auswahl der Menupunkte und 
drucken Sie anschlieBend zur Bestatigung auf |ok/fuhc| . 

■ BILDQUAL. 

Stellen Sie die Bildqualitat Ihrer Aufnahme gemaB des geplanten 
Verwendungszwecks ein. 

■ RUECKST. 

Setzt die veranderten Aufnahmefunktionen wieder auf die 
Standardeinstellungen zuruck. 

■ KAMERAMENU 

Verschiedene Aufnahmeeinstellungen einstellen. 

■ EINRICHTEN 

Stellen Sie Datum und Zeit, Sprache, Ausloserton usw. ein. 

■ PANORAMA 

Panoramabilder aufnehmen und zusammenstellen. Eine Olympus xD-Picture 
Card wird benotigt. 

■ SCN (Aufnahmesituation) 

Wenn der Modus SCN eingestellt ist, wahlen Sie ein Programm, das dem 
Motiv und den Aufnahmebedingungen entspricht. 

■ LAUTLOS MODUS 

Hiermit konnen Sie die Bediengerausche wahrend der Aufnahme und der 
Wiedergabe, Warnsignale, Auslosertone usw. stumm schalten. 



< I.III.IJII.UJ.M 

O Wahlen Sie im Hauptmenu des 

Wiedergabemodus [LOSCHEN] -> [ALLES 
LOSCHEN] aus und drucken Sie dann auf |ok/fuwc| . 

0 Wahlen Sie [JA] und drucken Sie dann auf |qkifunc| . 
• Alle Bilderwerden geloscht. 



3 



MJLB: 



ZURUCK»g») 



EINST.»[QK] 



93 



Die Kamera anschlieBen 



Wiedergabe auf einem Fernsehgerat 



Verwenden Sie das der Kamera beiliegende AV-Kabel, wenn Sie Ihre Aufnahmen 
auf einem Fernsehgerat wiedergeben mochten. Es kb'nnen sowohl Einzelbilder als 
auch Filme wiedergegeben werden. 

© Vergewissern Sie sich, dass Fernseher und Kamera ausgeschaltet sind. 
Verbinden Sie anschlieRend das AV-Kabel mit dem Multi-Connector der 
Kamera und dem Videoeingang des Fernsehgerats. 




Buchsenabdeckung AV-Kabel (beiliegend) 



0 Schalten Sie das Fernsehgerat ein und stellen Sie den Videokanal ein. 

• Weitere Informationen zum Video-Eingangskanal finden Sie in der 
Bedienungsanleitung Ihres Fernsehgerats. 

© Stellen Sie die Programmwahlscheibe auf [El und schalten Sie anschlieRend 
mit der POWER-Taste die Kamera ein. 

• Die zuletzt erstellte Aufnahme wird auf dem Fernsehgerat wiedergegeben. Verwenden 
Sie die Pfeiltasten fur die Bildauswahl. 
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Direktes Ausdrucken (PictBridge) 



Mit dem der Kamera beiliegenden USB-Kabel konnen Sie die Kamera direkt an 
einen PictBridge-kompatiblen Druckerzum Drucken anschlieBen. 

© Rufen Sie das Bild, das Sie ausdrucken mochten, im Wiedergabemodus auf 
dem Monitor auf. 

0 Schlie3en Sie das eine Ende des mitgelieferten USB-Kabels an den Multi- 
Connector der Kamera an und das anderer Ende an den USB-Anschluss des 
Druckers. 




Buchsenabdeckung USB-Kabel 



0 Drucken Sie [EJ/fl. 

• Der Druckvorgang beginnt. 

• Wenn der Druckvorgang abgeschlossen ist, trennen 
Sie das USB-Kabel von der Kamera, wahrend das 
Foto-Auswahlmenu angezeigt wird. 




EINF. DRUCK STARTEN »£k 
PC / INDIVID.DRUCK»[OK] 
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Bilder ubertragen 



a. Software installieren 



O Legen Sie die OLYMPUS Master 2 
CD-ROM ein. 

0 Windows: Klicken Sie auf die 

Schaltflache„OLYMPUS 
Master 2". 
Macintosh: Doppelklicken Sie auf 
das Symbol „Setup". 

© Folgen Sie jetzt einfach den 

Anweisungen auf dem Bildschirm. 




b. Die Kamera an einen Computer anschliefien 



O SchlieRen Sie die Kamera mit dem USB-Kabel (im Lieferumfang 
enthalten) an den Computer an. 
• Der LCD-Monitor schaltet sich automatisch ein. 




0 Wahlen Sie [PC] auf dem LCD-Monitor 
und drucken Sie dann |qk/fumc| . 



• Die Kamera wird jetzt vom PC als 
Wechseldatentrager erkannt. 
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c. Bilder auf den Computer ubertragen 



© Nachdem Sie die Kamera 

angeschlossen haben, offnen Sie 
die OLYMPUS Master-Software. 

0 Klicken Sie auf „Bilder 

ubertragen" .» im Browser- 
Fenster und dann auf „Von 
Kamera" j3| . 

0 Folgen Sie jetzt einfach den 
Anweisungen auf dem Bildschirm. 



Schaltflache „Bilder ubertragen" 
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Tipps 



Ausfuhrliche Informationen zum Einrichten und Gebrauch der Kamera erhalten 
Sie im Handbuch „Erweiterte Anleitung" Ihrer Kamera, das Sie auf der 
mitgelieferten CD-ROM finden. 

Weitere Hilfe finden Sie auch in der Datei „Hilfe" der OLYMPUS Master- 
Software. 



OLYMPUS Master-Software 



OLYMPUS Master-Software: Mit dieser Software konnen Sie 
Bilder von der Kamera herunterladen, ansehen, verwalten, 
retuschieren, per E-Mail versenden sowie Ihre Digitalbilder und 
Filme ausdrucken und noch viel mehr! 




#Systemanf orderu ngen 



Betriebssystem 


Windows 2000 Professional/XP/Vista Oder Mac OS X 
(v10.3 Oder hdher) 


CPU 


Pentium III 500 MHz/Power PC G3 500 MHz/Intel Core Solo/Duo 
1 ,5 GHz oder hoher 


RAM 


256 MB oder mehr 


Festplatte 


500 MB oder mehr freier Festplattenspeicher 


Anschluss 


USB-Anschluss/IEEE 1 394-Anschluss 


Monitor 


1 .024 x 768 Pixel Auflosung oder mehr bei mindestens 65.536 
Farben (Windows) bzw. 32.000 Farben (Macintosh) 
(16.770.000 Farben oder mehr empfohlen) 


Sonstiges 


Internet Explorer 6 oder hoher (Windows), Safari 1 .0 oder hoher, 
QuickTime 6 oder hoher (Macintosh) 



Aktuelle Informationen finden Sie auf der Olympus-Website unter 
(http://www.olympus.com/) 




Benutzer-Registrierung 



Registrieren Sie Ihre Kamera beim Installieren der OLYMPUS Master- 
Software, urn Ihre Garantie zu aktivieren, Benachrichtigungen uber 
Updates zur Software- und Kamera-Firmware zu erhalten und vieles mehr. 
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Technische Daten 



IKamera 



Produkttyp 
Aufnahmesystem 
Einzelbilder 

Gultige Standards 

Tonaufzeichnung bei 
Einzelbildern 
Filme 
Speicher 

Anzahl der speicherbaren 

Einzelbilder 

(bei vollstandig 

aufgeladenem Akku) 

Anzahl der effektiven Pixel 

Bildwandler 

Objektiv 

Belichtungsmessung 

Verschlusszeit 

Aufnahmebereich 



LCD-Monitor 
Blitzladebetrieb 

Anschlussbuchsen 

Automatisches 

Kalendersystem 

Umgebungsbedingungen 
Temperatur 
Luftfeuchtigkeit 

Spannungsversorgung 

Abmessungen 
Gewicht 



Digitalkamera (zur Bildaufzeichnung und -anzeige) 

Digitale Aufnahme, JPEG (in Ubereinstimmung mit der „Design 
Rule for Camera File System" (DCF)) 

Exit 2.2, Digital Print Order Format (DPOF), PRINT Image 

Matching III, PictBridge 

Wave-Audioformat 

AVI Motion JPEG 
Interner Speicher 

xD-Picture Card, 16 MB bis 2 GB (TypeH/M, Standard) 
Ca. 190 

(gemafi CIPA-Standard fur Batterieleistungsmessung) 



8.100.000 Pixel 

1/2,35 Zoll CCD-Chip (primarer Farbfilter), 8.500.000 Pixel (brutto) 

Olympus-Objektiv 6,4 bis 32,0 mm, f3,3 bis 5,0 

(entspricht einem 36 bis 1 80 mm Objektiv an einer 35 mm-Kamera) 

Digital-ESP-Messung, Spotmessung 

4 bis 1/2000 Sek. 

0,7 m bis oo (W/T) (normale Aufnahme) 
0,2 m bis oo (W), 0,6 m bis oo (T) (Nahaufnahmemodus) 
0,03 m bis 0,7 m (nur W) (Super-Nahaufnahmemodus) 
2,7 Zoll TFT Farb-LCD-Monitor mit 230.000 Punkten 
Ca. 2 Sek. (bei vollstandiger Entladung des Blitzes bei 
Raumtemperatur mit einem vollstandig aufgeladenen Akku) 
Multi-Connector (Gleichspannungseingang (DC-IN), 
USB-Anschluss, A/V OUT-Eingang) 
2000 bis 2099 



0°C bis 40°C (Betrieb)/-20°C bis 60°C (Lagerung) 
30% bis 90% (Betrieb)/10% bis 90% (Lagerung) 
Ein Olympus Lithium-lonen-Akku (LI-42B/LI-40B) Oder ein 
Olympus Netzteil 

96,4 mm (B) * 56,5 mm (H) x 24,0 mm (T) 
(ohne Gehausevorspriinge) 
130 g (ohne Akku und Karte) 



Die ..Shadow Adjustment Technology'-Funktion (Gegenlichtkorrektur) enthalt von Apical 
Limited patentierte Technologie. 



3) 

apical 
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• Lithium-lonen-Akku (LI-42B) 



Produkttyp 
Standardspannung 
Standardkapazitat 
Akkulebensdauer 
Umgebungsbedingungen 
Temperatur 



Abmessungen 
Gewicht 



Wiederaufladbarer Lithium-lonen-Akku 
Gleichspannung 3,7 V 
740 mAh 

Ca. 300 mal vollstandig aufladbar (je nach Verwendung) 

0°C bis 40°C (Aufladevorgang)/ 
-10°C bis 60°C (Betrieb)/ 
-20°C bis 35°C (Lagerung) 
31,5 x 39,5 x 6 mm 
Ca. 15 g 



ILadegerat (LI-40C) 



Netzversorgung 

Ausgang 
Aufladezeit 

Umgebungsbedingungen 
Temperatur 

Abmessungen 
Gewicht 



Wechselstrom 100 bis 240 V (50 bis 60 Hz) 
3,2 VA (100 V) bis 5,0 VA (240 V) 
Gleichspannung 4,2 V, 200 mA 
Ca. 5 Stunden 

0°C bis 40°C (Betrieb)/ 
-20°C bis 60°C (Lagerung) 
62 x 23 x 90 mm 
Ca. 65 g 



Design und technische Daten konnen ohne Vorankundigung geandert werden. 



DO 



Sicherheitshinweise 



A 



VORSICHT 



STROM SCHLAGGEFAHR 
NICHT OFFNEN 



A 



VORSICHT: ZUR VERMEIDUNG VON STROMSCHLAGEN NIEMALS 
DAS GEHAUSE (ODER DIE GEHAUSERUCKSEITE) ENTFERNEN. DIESES 
PRODUKT ENTHALT KEINERLEI BENUTZERSEITIG ZU WARTENDETEILE. 
OBERLASSEN SIE WARTUNGSARBEITEN QUALIFIZIERTEM FACHPERSONAL 



A 

yfy GEFAHR 
/j^ ACHTUNG 
yjy VORSICHT 



Das Ausrufungszeichen im Dreieck verweist auf wichtige Handhabungs- und 
Wartungsanweisungen in der zu diesem Produkt gehorigen Benutzerdokumenlation. 



Die Nichtbeachtung der zu diesem Warnsymbol gehorigen Informationen kann schwere 
Verletzungen mit Todesgefahr zur Folge haben! 



Die Nichtbeachtung der zu diesem Warnsymbol gehorigen Informationen kann Verletzungen 
mit Todesgefahr zur Folge haben! 



Die Nichtbeachtung der zu diesem Warnsymbol gehorigen Informationen kann leichte 
Verletzungen, Sachschaden sowie den Verlust von gespeicherten Daten zur Folge haben! 



ACHTUNG! 

DIESES PRODUKT NIEMALS NASSE AUSSETZEN, AUSEINANDER NEHMEN ODER BEI HOHER FEUCHTE 
BETREIBEN. ANDERNFALLS BESTEHT FEUER- UND STROMSCHLAGGEFAHR. 



[ Allgemeine VorsichtsmaBregeln 



Die Benutzerdokumentation sorgfaltig lesen — Vor dem Gebrauch dieses 

Produktes erst die Bedienungsanleitung lesen. Bewahren Sie alle 

Benutzerhandbucher und Dokumentationen zum spateren Nachschlagen auf. 
Reinigung — Vor der Reinigung dieses Produktes das Netzteil abtrennen. Zur 

Reinigung ein befeuchtetes Tuch verwenden. Niemals Losungsmittel, sich 

verfluchtigende Oder organische Reinigungsmittel verwenden. 
Zubehor — AusschlieRlich von Olympus empfohlenes Zubehor verwenden. 

Andernfalls kann dieses Produkt schwer beschadigt und eine 

Verletzungsgefahr nicht ausgeschlossen werden. 
Nasse und Feuchtigkeit — Die Sicherheitshinweise zu spritzwasserfesten 

Produkten finden Sie im entsprechenden Abschnitt des Referenzhandbuchs. 
Standort — Urn Schaden an der Kamera zu vermeiden, sollten Sie die Kamera 

test auf ein stabiles Stativ, Gestell Oder auf einer Halterung befestigen. 
Stromversorgung — Es durfen ausschlieBlich geeignete Stromquellen 

entsprechend des am Produkt angebrachten Typenschildes verwendet werden. 
Blitzschlag — Bei Netzbetrieb mit einem Netzteil muss dieses sofort von der 

Netzsteckdose abgetrennt werden, wenn ein Gewitter auftritt. 
Fremdkdrper — Darauf achten, dass keine metallischen Gegenstande in das 

Produktinnere gelangen. Andernfalls konnen Sie Verletzungen davontragen. 
Hitze — Dieses Produkt niemals in der Nahe von Hitze abstrahlenden 

Vorrichtungen (wie Heizkb'rper, Ofen, Beluftungsoffnungen etc.) und Geraten 

(z. B. Hochleistungsverstarker etc.) betreiben oder aufbewahren. 
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Sicherheitshinweise bei der Kamerahandhabung 



A ACHTUNG 

0 Die Kamera niemals in der Nahe von entf lammbaren Oder explosiven 

Gasen verwenden. 
0 Richten Sie niemals den Blitz oder die LED (Leuchtdiode) aus geringer 

Entfernung auf Personen (insbesondere Kleinkinder oder Sauglinge usw.). 

• Sie mussen mindestens 1 m vom Gesicht einer Person entfernt sein. Andemfalls 
kann die Blitzabgabe eine voriibergehende Einschrankung der Sehfahigkeit 
verursachen. 

0 Kinder und Kleinkinder von der Kamera fernhalten. 

• Die Kamera stets so verwenden und aufbewahren, dass Kinder keinen Zugriff haben 
konnen. In den folgenden Fallen besteht die Gefahr von schweren Verletzungen: 

• Strangulierungs- und Erstickungsgefahr durch den Trageriemen der Kamera. 

• Versehentliches Verschlucken von Akkus, Speicherkarten oder sonstigen kleinen Teilen. 

• Versehentliches Auslosen des Blitzes bei zu geringem Augenabstand. 

• Verletzungen durch bewegliche Teile der Kamera. 

0 Niemals die Kamera auf extrem helle Lichtquellen (Sonne, 

Scheinwerfer usw.) richten. 
0 Die Kamera niemals an Orten verwenden, die starker 

Staubeinwirkung oder hoher Feuchtigkeit ausgesetzt sind. 
0 Den Blitz bei der Blitzabgabe nicht beruhren oder verdecken. 

A VORSICHT 

0 Die Kamera niemals verwenden, wenn an ihr ungewdhnliche 

Gerausche bzw. Geruchs- oder Rauchentwicklung festgestellt werden. 

• Es besteht Feuergefahr und Sie konnen Brandverletzungen davontragen. 
0 Die Kamera niemals mit nassen Handen halten oder bedienen. 
0 Die Kamera niemals an Orten aufbewahren, an denen hohe 

Temperaturen auftreten konnen. 

• Andemfalls kann es zu ernsthaften Schaden an der Kamera kommen und die 
Kamera kann in Einzelfallen Feuer fangen. Niemals ein Ladegerat oder Netzteil 
betreiben, wenn dieses abgedeckt ist (z. B. durch eine Stoffdecke usw.). 
Andemfalls kann Uberhitzung mit Brandgefahr auftreten. 

0 Die Kamera stets vorsichtig handhaben, um leichte 
Hautverbrennungen zu vermeiden. 

• Falls die Kamera Metallteile enthalt, kann es bei Uberhitzung zu leichten 
Hautverbrennungen kommen. Achten Sie bitte auf die folgenden Punkte: 

• Die Kamera erwarmt sich bei langerem Gebrauch. Wenn Sie die Kamera in 
diesem Zustand beruhren, kann es zu leichten Hautverbrennungen kommen. 

• Bei der Einwirkung extrem niedriger Temperaturen kann die Temperatur des 
Kameragehauses unterhalb der Umgebungstemperatur liegen. Bei extrem 
niedrigen Umgebungstemperaturen sollten daher Handschuhe getragen 
werden, wenn die Kamera gehandhabt wird. 

0 Den Trageriemen vorsichtig handhaben. 

• Handhaben Sie den Trageriemen vorsichtig, wenn Sie die Kamera tragen. Er 
kann sich an hervorstehenden Gegenstanden verfangen und dadurch schwere 
Schaden verursachen. 
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# Beruhren Sie die Metallteile der Kamera nicht fur langere Zeit bei 
niedrigen Temperaturen. 

• Hierdurch kann es ggf. zu Verletzungen an der Haut kommen. Benutzen Sie die 
Kamera bei niedrigen Temperaturen mit Handschuhen. 



Sicherheitshinweise bei der Akkuhandhabung 



Bitte beachten Sie diese wichtigen Richtlinien, um das Auslaufen von 
Batterieflussigkeit sowie das Uberhitzen, Entzunden Oder Platzen des 
Akkus und/oder Stromschlage und Verletzungen zu vermeiden. 



A GEFAHR 

• Die Kamera arbeitet mit einem von Olympus spezifizierten Lithium-lonen-Akku. 
Laden Sie den Akku vor Gebrauch mit dem Ladegerat vollsta ndig auf. In keinem 
Fall darf ein ungeeignetes Ladegerat verwendet werden. 

• Akkus niemals stark erwarmen Oder verbrennen. 

• Akkus stets so transportieren Oder aufbewahren, dass sie nicht in Beruhrung mit 
metallischen Gegenstanden (wie Schmuck, Buroklammern, Nagel usw.) kommen. 

• Akkus niemals an Orten aufbewahren, die direkter Sonneneinstrahlung oder 
hoher Aufheizung durch Sonneneinstrahlung (z. B. im Inneren eines 
Fahrzeugs) oder durch eine Heizquelle usw. ausgesetzt sind. 

• Sorgfaltig alle Vorschriften zur Akkuhandhabung beachten. Andemfalls kann es 
zum Auslaufen von Batterieflussigkeit oder zu Schaden an den Batteriepolen 
kommen. Niemals Akkus zerlegen, umbauen oder die Batteriepole verloten. 

• Falls Batterieflussigkeit mit Ihren Augen in Beruhrung kommt, die Augen sofort 
mit klarem Wasser spulen und sofort einen Augenarzt aufsuchen. 

• Akkus stets so aufbewahren, dass Kinder keinen Zugriff haben konnen. Falls 
ein Kind einen Akku verschluckt, sofort einen Arzt aufsuchen. 

A ACHTUNG 

• Akkus stets trocken halten. 

• AusschlieGlich fur die Verwendung mit diesem Produkt empfohlene Akkus 
verwenden. Andemfalls kann Batterieflussigkeit austreten oder der Akku kann 
sich uberhitzen, entzunden oder explodieren. 

• Den Akku vorsichtig, wie in der Bedienungsanleitung beschrieben, einlegen. 

• Falls die Akkus nicht innerhalb der zulassigen Zeitspanne aufgeladen werden 
konnen, den Ladevorgang abbrechen und diese Akkus nicht verwenden. 

• Niemals einen Akku verwenden, der Risse aufweist oder anderweitig beschadigt ist. 

• Falls wahrend des Gebrauchs an Akkus Farb-, Form- oder sonstige 
Veranderungen festgestellt werden, die Kamera nicht weiter verwenden. 

• Falls Batterieflussigkeit an der Haut oder Kleidung haften bleibt, die Kleidung 
entfernen und die betroffenen Stellen sofort mit klarem Wasser reinigen. Falls 
Hautverbrennungen auftreten, sofort einen Arzt aufsuchen. 

• Akkus niemals heftigen Erschutterungen oder lang dauernden Vibrationen aussetzen. 



A VORSICHT 

• Den Akku vor dem Einlegen stets auf Leeks, Verfarbungen, Verformungen Oder 
sonstige Beeintrachtigungen uberprufen. 

• Der Akku kann sich bei langerem Gebrauch stark erwarmen. Nach dem 
Gebrauch der Kamera erst etwas warten, ehe der Akku entnommen wird. 
Andernfalls besteht die Gefahr von leichten Hautverbrennungen. 

• Wenn die Kamera fur langere Zeit gelagert werden soil, unbedingt erst den Akku 
entnehmen. 

Fur Kunden in Europa 

Das (CE)-Zeichen bestatigt, das dieses Produkt mit den europaischen 
Bestimmungen fur Sicherheit, Gesundheit, Umweltschutz und Personenschutz 
ubereinstimmt. Mit dem (CE)-Zeichen versehene Kameras sind fur den 
europaischen Markt bestimmt. 

Dieses Symbol [durchgestrichene Mulltonne nach WEEE Anhang IV] weist auf 
die getrennte Rucknahme elektrischer und elektronischer Gerate in EU- 
Landern hin. 

Bitte werfen Sie das Gerat nicht in den Hausmiill. 
Informieren Sie sich uber das in Ihrem Land gultige Rucknahmesystem und 
nutzen dieses zur Entsorgung. 

Sicherheitshinweise zum Gebrauch des Akkus und Ladegerats 

Es wird ausdriicklich empfohlen, ausschlieRlich einen Akku und ein Ladegerat zu 
verwenden, welche als Original-Olympus-Zubehor erhaltlich und spezifisch fur 
diese Kamera geeignet sind. 

Falls ein Akku und/oder ein Ladegerat einer anderen Ausfuhrung als Original- 
Olympus-Zubehor verwendet werden, kann es infolge von auslaufender 
Akkuflussigkeit, Uberhitzung, Funkenbildung zu Schaden am Akku, sonstigen 
Schaden und Verletzungen kommen, und es besteht Feuergefahr. Olympus haftet 
nicht fur Unfalle und Schaden, welche auf die Verwendung von Akkus und/oder 
Ladegeraten einer anderen Ausfuhrung als Original-Olympus-Zubehor 
zurtickzufuhren sind. 

Warenzeichen 

• IBM ist ein eingetragenes Warenzeichen der International Business Machines 
Corporation. 

• Microsoft und Windows sind eingetragene Warenzeichen der Microsoft 
Corporation. 

• Macintosh ist ein Warenzeichen der Apple Inc. 

• xD-Picture Card™ ist ein Warenzeichen. 

• Alle weiteren Firmen- und Produkteigennamen sind eingetragene 
Warenzeichen/Handelsmarken der jeweiligen Rechteinhaber. 

• Die Bilddatenverwaltung dieser Kamera unterstutzt die DCF-Norm ..Design Rule 
for Camera File System" der JEITA (Japan Electronics and Information 
Technology Industries Association). 
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Garantiebedingungen 

1 . Sollte an dem Produkt trotz sachgemaBer Handhabung (entsprechend den Angaben in der zugehdrigen 
Bedienungsanleitung) innerhalb von zwei Jahren nach dem Erwerb von einem autorisierten Olympus 
Handler ein Defekt auftreten, wird das Produkt innerhalb des Geschaftsbereiches der Olympus Imaging 
Europa GmbH, dessen Ausdehnung auf der Website http://www.olympus.com festgelegt ist, kostenlos 
repariert Oder nach Wahl von Olympus umgetauscht. Wenn fur Reparaturarbeiten Garantieanspriiche 
geltend gemacht werden sollen, miissen das Produkt und die Garantieurkunde vor Ablaut der zweijahrigen 
Garantiezeit bei der Verkaufsstelle Oder jeder anderen autorisierten Olympus Kundendienststelle, in 
Obereinstimmung mit der Website http://www.olympus.com des zur Olympus Imaging Europa GmbH 
gehorigen Geschaftsbereichs, vorgelegt werden. Innerhalb von einem Jahr ab dem Kaufdatum kann im 
Falle von Reparaturarbeiten entsprechend der Weltgarantie der Garantieanspruch an jeder beliebigen 
autorisierten Olympus Kundendienststelle geltend gemacht werden. Bitte beachten Sie, dass autorisierte 
Olympus Kundendienststellen nicht in alien Landern vorzufinden sind. 

2. Der Kunde hat das Produkt auf eigenes Risiko zum Olympus-Handler Oder zum Olympus- 
Kundendienst zu transportieren und ist fur alle anfallenden Transportkosten verantwortlich. 

3. Innerhalb der Garantiezeit werden dem Kunden in den folgenden Fallen dennoch Kosten fur 
Reparaturarbeiten in Rechnung gestellt: 

(a) Fur Schaden, die auf unsachgemaGe Handhabung (anders als die Hinweise in der 
Bedienungsanleitung) zuruckzufiihren sind. 

(b) Fur Schaden, die auf Reparaturen, Umbau, Reinigung etc. die nicht von einer Olympus- 
Kundendienstelle vorgenommen wurden, zuruckzufiihren sind. 

(c) Fur Schaden, die auf unsachgemaBen Transport, auf Fall Oder Erschiltterungen etc. nach 
dem Kaufdatum zuruckzufiihren sind. 

(d) Fur Schaden, die auf Feuer, Erdbeben, Oberschwemmung, Unwetter und andere Naturkatastrophen, 
Umwelteinfliisse Oder nicht vorschriftsgemaBe Spannungsversorgung zuruckzufiihren sind. 

(e) Fur Schaden, die auf unsachgemaBe Oder fahrlassige Lagerung (bei besonders hohen 
Temperaturen, hoher Luftfeuchtigkeit, in der Nahe von Insektiziden wie Naphtalin oder 
schadlichen Chemikalien etc.) bzw. unsachgemaGe Wartung etc. zuruckzufiihren sind. 

(f) Fur Schaden, die auf verbrauchte Batterien etc. zuruckzufiihren sind. 

(g) Fur Schaden, die auf das Eindringen von Sand, Schlamm etc. in das Gerateinnere zuruckzufiihren sind. 

(h) Wenn diese Garantieurkunde nicht bei der Reparaturannahme vorgelegt werden kann. 

(i) Wenn die Eintragungen dieser Garantieurkunde bei den Angaben zum Jahr, Monat und Tag 
des Kaufdatums, Kundennamen, Handlernamen, zur Seriennummer etc. verandert wurden. 

(j) Wenn der Kaufbeleg (Kassenbon) nicht zusammen mit der Garantiekarte vorgelegt werden kann. 

4. Die Garantiebedingungen gelten ausschlieBlich fur das Produkt selbst. Andere Teile, wie 
Tragetasche, Tragegurt, Objektivdeckel, Batterien etc. fallen nicht unter diese Garantie. 

5. Unter dieser Garantie ist Olympus ausschlieBlich zu der Reparatur oder dem Umtausch dieses 
Produktes verpflichtet. Ausgeschlossen vom Garantieanspruch sind Folgeschaden oder -verluste 
jedweder Art fur den Kunden, die durch einen Defekt dieses Gerats hervorgerufen werden. Dies gilt 
insbesondere fur den Verlust von und/oder Schaden an Objektiven, Filmmaterial sowie sonstige 
Ausriistungen und Zubehorteile, die zusammen mit diesem Produkt verwendet werden, oder fur 
Gewinnausfall Oder EinbuBen jedweder Art, die aus einer Verzogerung der Reparaturarbeiten oder 
dem Verlust von Daten herriihren. Zwingende gesetzliche Bestimmungen sind hiervon nicht betroffen. 

Hinweise zur Ausfertigung der Garantieurkunde 

1 . Diese Garantie ist nur dann giiltig, wenn die Garantieurkunde seitens Olympus oder eines autorisierten 
Handlers ordnungsgemaB ausgefiillt worden ist oder sonstige Dokumente ausreichende Nachweise enthalten. 
Vergewissern Sie sich daher, dass Ihr Name, der Handlername, die Seriennummer und das Kaufdatum (Tag, 
Monat, Jahr) vollstandig und gut leserlich eingetragen sowie der Original-Kaufvertrag bzw. - Kaufbeleg 
(einschlieBlich Handlername, -adresse, Kaufdatum und Produktbezeichnung) der Garantieurkunde beigefiigt 
sind. Olympus behalf sich das Recht vor, kostenlose Kundendienstleistungen zu verweigern, falls die 
Eintragungen in der Garantieurkunde unvollstandig Oder unleserlich sind oder die oben genannten Dokumente 
nicht beigefiigt bzw. die darin enthaltenen Eintragungen unvollstandig Oder unleserlich sind. 

2. Es wird keine Ersatz-Garantieurkunde ausgestellt! Bewahren Sie diese Garantieurkunde daher sorgfaltig auf. 
* Fur das autorisierte, internationale Kundendienst- und Vertriebsnetz siehe folgende Website: 

http://www.olympus.com. 
Garantiebeschrankungen 

Olympus trifft keine Aussagen und gibt keine Zusicherungen oder Garantien, weder ausdriicklich noch 
konkludent, mittels Oder beziiglich des Inhalts dieser schriftlichen Unterlagen oder Software ab, und ist 
keinesfalls haftbar fur Marktfahigkeit Oder Tauglichkeit fur einen bestimmten Zweck oder fur etwaige 
direkte, beilaufige Oder indirekte Schaden (insbesondere, jedoch nicht beschrankt auf Schaden hinsichtlich 
entgangenen Gewinns, einer Geschaftsunterbrechung oder des Verlusts von Geschaftsdaten) in Folge der 
Nutzung oder Einschrankung bzw. Unmoglichkeit der Nutzung dieser schriftlichen Unterlagen oder 
Software. Einige Lander gestatten den Ausschluss Oder die Beschrankung der Haftung fur derartige 
Schaden nicht, so dass die vorstehenden Beschrankung bei Ihnen eventuell nicht angewendet werden. 
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BepxHee mghkj 119 

Yfla/ieHne Bcex chmmkob 119 

rioflcoeflMHeHne dpoTOKaiviepbi 120 

npocMOTp Ha 3KpaHe Te/ieBM3opa 120 

npsiMafl nenaTb (PictB ridge) 121 

riepeHoc M3o6pa>K6HMM 122 

riporpaMMHoe o6ecneHeHiie OLYMPUS Master 124 

TexHunecKne xapairrepMCTHKM 125 

Mepbi npeAOCTopo>KHOCTM 127 



• riepefl Mcnonb30BaHneM Kaiwepbi BHMMaTejibHO npoHTMTe HacToamee 

pyKOBOflCTBO. 

• ripe>Kfle hgm flenaTb Ba>KHbie cpOTorpacpnn, peKOMeHflyeM BaM cflenaTb 
npo6Hbie chmmkm, HTo6bi npuBbiKHyTb k hobom cpOTOKaiviepe. 

• Co6nKDflaMTe npaBuna tgxhmkm 6e3onacHOCTM, npuBefleHHbie b KOHue 
HacToamero pyKOBOflCTBa. 

• l/lnnHDCTpai4MM SKpaHOB W CpOTOKaMepbl B 3T0M pyKOBOflCTBe CflenaHbl BO 

Bpeivm pa3pa6oTKM w MoryT BbirnafleTb MHane neivi fleMCTBMTenbHoe mp,env\e. 
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BbiHbTe M3 kopo6km 3tm npeflMeTbi 





3apflAHoe Ka6enbUSB Ka6enbAV KoMnaKT-AMCK c 

ycTpowcTBO LI-40C nporpaMMHbiM 

o6ecneHeHneM 
OLYMPUS Master2 

Ha pucyHKax He noKa3aHbi: nonHoe pyKOBOflCTBO (KOMnaKT-flMCK), OcHOBHoe pyKOBOflCTBO 
(HacTonu^ee pyKOBOflCTBo), rapaHTMMHan KapTa. KoMnfieKT nocTaBKU MoweT pa3fiMHaTbcn b 
3aBHCMMOCTH ot MecTa npnoSpeTeHUfl. 




# Hafle>KHO 3aTaHMT6 peivieujOK, HTo6bi oh He cocKonb3Hyn. 



rioflroTOBbTe 4>OTOKaMepy 



a. 3apnAMTe aKKyMyjwTop 




# AKKyMynsiTop nocTaBnneTCfl nacTUHHO 3apn>KeHHbiM. 



b. BcTaBbTe b cpoTOKaiviepy aKKyMy/wTop m KapTy xD-Picture Card 
(npno6peTaeTCfl OTflenbHo). 
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floflroTOBbTe 4>OTOKaMepy 




BcTaBbTe aKKyMynnTOp 

CTOpOHOM, 0603HaHeHH0M T, 
OTMGTK3MM © K pyHKa 

qbuKcaiopa aKKyMynnTOpa. 

Ecnn aKKyMynnTop 6y,qeT BdaBneH 
HenpaBuribHO, bn He cmokgtg M3BJieHb 
ero. He npwnaratrre cuny. 06paTMTecb k 
ocpMUHaribHOMy flMCTpn6bK)Tepy win b 
cepBMCHbiti ueHTp. BHeniHue 
noBpe>KfleHHn aKKyMynjrropa 
(qapannHbi m T.fl.) MoryT CTaTb 
npHHMHOM HarpeBaHHfi nrm B3pbiBa 
aKKyMynflTopa. 

PyHKa cpMKcaTopa aKKyMyjimopa 
HTo6bi yflannTb aKKyMyrmTop, 
cflBHHbTe pyHKy cpMKcaTopa 
aKKyMynflTopa b HanpaBneHMM 

CTpe/lKH. 



MecTO yKa3aTena fla3 




# CopMGHTMpyMTG KapTy, KaK 

noKasaHO Ha pucyHKe, n 
BCTaBbTe ee b me3flo fljia 
KapTbi, M36eraa nepeKoca. 

BcTaBJifliiTe KapTy flo 3aLneriKHBaHMfl 
Ha MecTe. 

HTo6bi BbiHyTb KapTy, Ha>KMme Ha Hee 
flo KOHqa h MeflneHHO ornycTMTe. 
Bo3bMMTe KapTy nanbuaMM m BbiHbTe. 




# OoTorpaqbMpOBaTb KaiviepOM mo>kho m 6e3 KapTbi xD-Picture Card™ (b 
flajibHeMLueivi "KapTa"). Ecnn KapTa xD-Picture Card He BCTaBJieina, Baujn 

CHMMKM 6yflyT 3anMCblBaTbCH BO BHyTpeHHKDKD nawmTb. 

l~loflpo6Hbie CBefleHkia o KapTe npMBOflHTCH b pa3flere floriHOM pyKOBOflCTBe. 
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BKiiioHMTe 4>OTOKaMepy 



3flecb o6tacHaeTCsi, KaK BKiiiOHMTb cpOTOKaiwepy b pewmwe cteiviKH. 
a. YcTaHOBHTe ahck pg>kmmob b nonoweHkie 




(pe>KMM npocMOTpa) 



PeiKMMbl Cf)OTOC"bGMKM 





3ia 4)yHKi4Mfl no3BarmeT flenaTb chmmkh c aBTOMaTMHecKMMH HacTpoMKaMM 




C(DOTOKaMepbl. 


Cm 


3ia OoTOKaiviepa aBTOMaTunecKH ycTaHaBnuBaeT onTMManbHyHD Bbiflep>KKy h 




fluacppariviy. 


SCN 


3ia 4)yHKi4Mfi no3BormeT flenaTb chmmkm, BbiSnpan cueHy b 3aBHCMMOCTH ot 




ycnOBMH CbeMKM. 


GUIDE 


3ia 4)yHKi4Hfl no3BormeT Bbi6npaTb Hy>KHbie HacTpoiiKM, cneflya pyKOBOflCTBy 




no cteMKe, OTo6pa>KaeMOMy Ha SKpaHe. 



Ru 



b. Ha>KMi/iTG KHonxy POWER. 




3T0T 3KpaH. 



# MT06bl BblKJIKJHMTb CpOTOKaMepy, H3>KMMTG KHOnKy POWER eme pa3. 



CoBeT 



HanpaBJieHna KnaBuw Kypcopa (/N£7<X» b a3hhom 

pyKOBOflCTBe M306pa>KaKlTCfl 3HaHKaMM Z^7<X>. 



no 



YcTaHOBMTe flaTy h Bpeivm 



3KpaHe HaCTpOMKM flaTbl M BpGMGHM 




f-M-fl (fofl-Mecau-fleHb) 



<J>opMaTbi AaTbi (T/M/fl, M/fl/r, fl/M/T) 



BblXOA M3 SKpaHa HaCTpOMKM. 

a. Ha>KMMTG KHonKy h KHonKy 'v'ti) flifl Bbi6opa [r]. 

• flepBbie flBe uki4>pbi rofla He M3MeHaioTcs. 



KHonKa A0 




KHonKa "\7<i) 



r M fl BPEMfl 



b. Ha>KMMTG KHonKy [>£ . 




c. flna Bbi6opa [M] Ha>KMMTe KHonKy 
m KHonKy 



r M fl BPEMfl 



2008. Jg." — :— r/M/fl 



d. Ha>KMMTe KHonKy [>£ . 



Ill 



YcTaHOBUTe flaTy n BpeMa 



e. flrm Bbi6opa [fl] h3>kmmtg KHonKy 
h KHonKy ^70. 



f . Ha>KMMTe KHonKy . 

g. f\n» ycTaHOBKM nacoB v\ MMHyT 

H3>KMMaMTG KHOflKM A0M KHOnKy ^70. 

• BpeMfl OTo6pa>KaeTca b 24-nacoBOM {popMaTe. 



h. Ha>KMMTG KHonKy 

i. Ann Bbi6opa [l7M/fl] HawiwMTe KHonKy 
h KHonKy ^70. 



© 

r M fl BPEMfl 



2008.08.23 





r m n 


BPEM3 


2008.08.26 


12:^2 ► r/M/n I 


OTMEHA»H 


yCTAH«[5Rl 






r i g 


BPEMfl 






2008.08.26 


12:30 < l#HHJ | 


OTMEHA»SH 


yCTAH»[OKl 



j. riocne yKa3aHM5H Bcex SHaneHMM Ha>KMMTe KHonKy |ok/func| . 

• flnn tohhom ydaHOBKH BpGMeHM Ha>KMme KHonKy |qk/fuhc| , Korfla MHflMKaTop BpeMeHH yKa>KeT 
00 cenyHfl. 




7M. 



w 



OTo6pa>KeHLie KonnnecTBa 
coxpaHneMbix cpotochmmkob. 
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Bbi6epuTe &3biK 



a. Ha>KMMTe KHonKy MENU ann oto6 pa>KG h mi BepxHero mghio. 




b. Ha>KMMTe KHonKy [>£ nnn Bbi6opa pewmvia [HACTPOMKA] m 



H3>KMMTG KHonKy |0K/FUNC| , 




ajfc™3ji j KHonKa [>£ 
KHonKa |°kifunc| 



[HACTPOMKA] 



anus© moth j 

BblXOfl»S yCTAH»|OKl 



C. Ha>KMMTe KHOnKM </^|2 H KHOn Ky ^70, HT06bl Bbl6paTb [fti-=1]. 

a 3aTeM h3>kmmtg KHonKy |ok/func| . 



KHonKa A0 




KHonKa ^0 



HACTPOMKA 


A 


*OPMAT. | 




2 


PE3EPB. 1 




3 




PyCCKMM 






HACTP. BKJ1. 


1 OTKT1. 






L4BET MEHKD 


I HOPMAJlbHO 




BfalXOfl»SS 


yCTAH»|OK| 



d. Bbi6epMTe ?i3biK c noMoiuibho KJiaBMLU 
Kypcopa m h3>kmmtg KHonKy |ok/func| . 

• ripmiaraeMoe nporpaMMHoe o6ecneneHne 0 LY M P U S 
M aster no3BOJ"ifleT floSaBnaTb flpyrwe H3b!Ki/i. Cm. rionHoe 

pyKOBOACTBO. 



tm 


(pyCCKMM) 


PORTUGUES 


CESKY 


SVENSKA 


NEDERLANDS 


NORSK , 


DANSK 


SUOMI 


POLSKI 


HRVATSKI 


HA3Afl»BB 


yCTAH»[OK| 



IB 



C-beMKa 



a. Bo3bMMTe cf)OTOKaMepy 

ropM30HTaJlbHblM 3aXBaT BepTMKaJlbHblM 3axBaT 




b. cDoKyc 




AO CBeTMTCfl 3eneHbiM CBeTOM. 0"ro6pa>KaK)TCfl 3Hanei-Mfl 
Bbiflep>KKii m flna4>parMbi. 
• Ecnn MuraeT KpacHan BM3npHan MeTKa AO, 3HaHwr, cJ)OKyc He 
OTperynnpoBaH HaAnewainwvi o6pa30M. nonbiTairrecb 
3act)HKCnpoBaTb cfeoKyc eme pa3. 

C. CHMMaMTG 




U4 



flpOCMOTp CHHMKOB 



a. YCTaHOBHTG AUCK pe>KMMOB b nonojKeHiie H- 




a. Ha>KMMTe KHonKM <]J1 m KHonKy flrm oto6 pa>KG mi 51 CHMMKa, 
KOTopbiM Heo6xoAMMo yAariMTb. 

b. HaxcMHTG KHonKy H'-'l^. 




KHonKa Si'-' 




C. Ha>KMM TG KHo nKy HTo6bi Bbi6paTb [PA], a 3aTeM h3>kmmtg 

KHonKy |ok/func| , HTo6bi yflajiMTb chmmok. 



KHonKa A0 



OcHOBHbie onepaukiki 



Khoiikii pe>KMMa cbeMK 



ZD 



B pe>KMMe CbGMKM Mcnonb3yMTe flaHHbie KHOnKM flnsq 6biCTporo flOdyna k 
Han6onee nacTO i/icnonb3yeMbiM cpyHKUnsiM. 



o 
© 





KHonKa <3flJ (MaKpopejKMM) 

Mcnonb3yiiTe MaKpo- nnn cynep-MaKpopexwM npn cteMKe KpynHbiM nnaHOM 
(HanpuMep, u,BeTOB). 

KHonxa (KoMneHcaunn 3Kcno3nqnM) 

flaHHaa HacTpofiKa ncnonb3yeTCH flna yMbiwneHHOM nepeflepwKH (+) nnn 

HeflOflep>KKM (-) CHMMKa. 

KHonKa [>£ (PejKMM BcnbiwKH) 

Bbi6epnTe oamh H3 4 pe>KHMOB BcnbiwKH - aBTOMaTMHecKUM, c noflaBneHneM 
scjjcbeicra "KpacHbix rna3", npuHyflHTenbHan BcnbiiuKa nnn BcnbiwKa OTK/ihoneHa. 
KHonKa ^70 (ABTOcnycK) 

ABTOcnyCK ncnonb3yeTCH fljiH 3aflep>KKM cnyCKa 3aTBopa npn6nn3HTenbHO Ha 12 
ceKyHfl nocne Ha>KaTHfl KHonKi/i. 
KHonKa |ok/fu«c| (OK/FUNC) 

OTo6pa>KaeT w\en\o cpyHKunw n no3BonaeT HacTponTb nacTO ncnonb3yeMbie b 
pewHivie cteMKn cpyHKunn. 

TaioKe cny>KMT fljiH noflTBepx<fleHMfl n yCTaHOBKM BbiSpaHHbix nyHKTOB Memo. 
KHonKa MENU (MENU) 

Ha>KMMTe flaHHyio KHonKy flna OToSpaweHwa BepxHero MeHK). 
KHonKa B/[Qi 

Ha>KMMTe B b pe>KHMe cteMKM, 4~ro6bi nepexniOHHTbCfl b pewHM npocMOTpa n 

OTo6pa3MTb nocneflHuii cflenaHHbiki chhmok. 

KHonKa 

Ha>KMMaMTe U? ; b pewuMe cteMKi/i flna BKniOHeHMH m BbiKniOHeHMH cfcyHKuww Shadow 
Adjustment Technology (TexHonornn ocBeTJieHHH Teineii). flaHHan (pymuyta 
no3BonaeT noBbicnTb apKOCTb nnu,a oSteKTa fla>Ke npn cteMKe npoTUB CBeTa. 
KHonKa DISP./© 

Ha>KMMTe KHonKy DISP./© HecKOnbKO pa3, htoSn OTo6pa3mb rwCTOrpaMMy n 
KOMn03ML|MOHHyK) ceTKy. BbiSepnTe HeoSxOflUMblM nyHKT MeHK) H Ha>KMHTe 

DISP./©, HToSbi BbiBecTM Ha flucnjieM onucaHne era cpyHKu,MM. 



H6 



PewiiMbi SCN (cK»xeTHafl nporpawiMa) 



flaHHasq cpyHKU,M5i no3BonsieT nepeKruonaTb KHOnKy SCN (Bbi6op ckd>kgthom 
nporpaMMbi) b 3aBncnMOCTM ot o6"beKTa cteMKM. 
O YcTaHOBHTG flucK pg>kmmob b nojioweHMe SCN. 

0 Ha>KMMTe £f\7, HT06bl Bbl6paTb CKD>KGTHyK) npOrpaMMy, 3aTeM Ha>KMMTG 




Pe>KMMbi c-beMKn SCN (Cto>KeT) 



nOPTPET 

JIAHflLUAQT 

JIAHA.+nOPTP. 

HOM. C"bEMKA 

HOMb+nOPTPET 

CnOPT 

B nOMEIHEHMM 
CBEMA 



ABTOIIOPTPET 
CBETJlbll/1 nOPTPET 
3AKAT 
OEI/1EPBEPK 
Kyjll/IHAPI/lfl 
HEPE3 CTEKJIO 
flOKYMEHTbl 
AYKL4MOH 



(DOT. H BblB.l 
<t>OT. H BblB.2 

nna>K i/i CHEr 

flPE-CbEMKA BI/lflEO 



C 



MM MaKDOCb 



Jjti flaHHbiki pe>KHM no3BonfleT cfjOTorpacJjupoBaTb oSteKTbi c 6nn3Koro paccToam/iH 
(20 cm - fljia LunpoKOyronbHOro pejKHMa; 60 cm - fljiH pe>KMMa "TenecfiOTO"). 

sift Mcnonb3yMTe stot pe>KMM npn cJjOTorpacfinpoBaHUM oSteicra c paccToaHna 
3 cm. B pe>KMMe s!6 nono>KeHMe TpaHecpOKaTopa c()HKCnpoBaHHoe. Ecnn 
paccToaHne Me>Kfly KaMepoti m oSteKTOM cteMKM 6onee 70 cm, to 
M3o6pa>KeHne SyfleT He b cfiOKyce. 

O Ha>KMMTe <]J1. 

0 Ha>KMMTe <][>, HT06bl Bbl6paTb [^] MEM [gfi], a 3aTeM Ha>KMMTe |0K/FUNC| . 
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Ha>KMMTG ^70. 

Ha>KMMTe ££\7, HT06bl Bbl6paTb [0 N ], 3aTeM Ha>KMMTe 



MHflMKaTop aBTOcnycKa 



o 

0 



© MTo6bi CflenaTb chmmok, h3>kmmtg KHOnKy cnycKa 

3aTBOpa nOJlHOCTbK). 

• riocne Ha>KaTnq khofikm cnycKa 3aTBopa MHflMKaTop 
aBTOcnycKa 3aropaeTca npwMepHO Ha 10 ceKyHA, a 3aieM 
HaHMHaeT MwraTb. riocne npwn/iepHO 2 ceKyHfl MHraHMq MHflMKaTopa flenaeTcn 

CHMMOK. 




c 



Pe>KMMbl BCnblUJK 



© HawMMTe 

© Ha>KMMTG <][>, HT06bl Bbl6paTb pG>KMM BCnblLUKM, 3aTeM H3>KMMTG |ok/func| . 

© Ha>KMMTe KHOnKy cnycKa 3aTBopa HanonoBMHy. 
• KorAa BcnbiwKa BKnioneHa, 3aropaeTca MHflMKaTop 4 

© MTo6bi CflenaTb chmmok, HawMMTe Ha KHOnKy cnycKa 3aTBopa nonHOCTbio. 



3HanOK 


Pe>KHM BCnblLUKM 


OnucaHne 


AUTO 


ABTOMaTMHecKaa 
BcnbiujKa 


BcnbiLUKa cpa6aTbiBaeTaBTOMa™MecKn npw cna6oM 
ocBeLueHUM uni/i cteMKe npoTMB CBeTa. 


<§> 


BcnbiiiiKa c 
noflaBneHweM 
scpcpeKTa 
"KpacHbix rna3" 


Pe>KHM noflaBneHMfl acpcpeKTa "KpacHbix rna3" 
cy^ecTBeHHO yMeHbwaeT sto ABneHwe c noMombio 
cepMM npeflBapnTenbHbix BcnbimeK nepefl 

CpaBaTblBaHMeM OCHOBHOM BCnblLUKH. 




npuHyflMTenbHaa 
BcnbiujKa 


BcnbiLUKa cpaSaTbiBaeT He3aBncnMO ot ycnoBMw 

OCBeLL^eHHOCTM. 


© 


OTKnKJMeHne 

BCnblLUKM 


BcnbiLUKa He cpa6aTbiBaeT. 



• EcriM bo BpeMsq cteMKM HMKaKMX fleMCTBMM He BbinonHsieTCfl b TeneHne 3 
MMHyT, to c Lienbio okohommm 3apHfla aKKyMynsrropa cpOTOKaiviepa 
aBTOMaTMHecKM nepexoflMT b cnflmwii pe>Ki/iM. HawMMTe KHOnKy cnycKa 
3aTBopa mtim 3yMa ana aKTMBaunn cpOTOKaiviepbi. 

• Ecnn b TeneHne 15 MMHyT nocne BKmoHeHMSi cnniflero pe>KMMa c 

CpOTOKaMepOM He npOLMBOflMTCfl HMKaKL-IXfleMCTBL-ll/l, 06"beKTMB aBTOMaTMHeCKM 

BTsqruBaeTCsq, m cpOTOKaMepa BbiKniOHaeTCR MTo6bi CHOBa BKmoni/iTb 
cpOTOKaMepy, Ha>KMMTe Ha KHOnKy BK/iKDneHnsq nuTaHnsq. 



H8 



MeHK) H HaCTpOMKM 



© Ha>KMMTe MENU flnsi OTo6pa>KGHMa BepxHero MeHK). 





BepxHee MeHK) b pe>KMMe cbeMKH 

0 Bbi6epnTe nyHKTbi mghkd KJiaBMiuaMM Kypcopa (^^7<][» m h3>kmmtg |ok/hjnc| , 

HT06bl yCTaHOBMTb MX. 

■ KAH-BO M30BP. 

YcTaHOBKa KanecTBa M3o6pa>KeHMfl no3BonneT BwnonHsiTb cteMKy comacHO 
npeflHa3HaHeHMio chmmkob. 

■ CEPOC 

M3MeHeHne ycTaHOBneHHwx cpyHKL(MM cteMKM Ha 3HaneHMfl no yMonnaHMio. 

■ MEHK) KAMEPbl 
HacTpoMKa napaivieTpoB cteMKM. 

■ HACTPOMKA 

HacTpoMKa flaTM, bpgmghm, H3biKa, 3ByKOB pa6o™ KaMepbi m T.fl. 

■ nAHOPAMA 

CteMKa m KOM6nHnpoBaHne naHopaMHbix chmmkob. Tpe6yeTcn Kapia 
Olympus xD-Picture Card. 

■ SCN (Ck»kgt) 

riocne Toro, KaK Bbi6paH pe>KMM SCN Bbi6epMTe cio>KGTHyio nporpaMMy, 

COOTBGTCTByKDLi^yK) 06"beKTy M yCJIOBMHM CbGMKM. 

■ TMXMM PE)KMM 

BblKJIKDHGHMG pa60HMX 3ByKOB K3MGpbl npM C"bGMKG M npOCMOTpG, CMmajlOB 

np6flynp6>Kfl6HM5i, 3ByKOB cpa6aTbiBaHMsq 3aTBopa m T.fl. 



© B BepXHeM MGHKD pG>KMM3 npocMOTpa Bbl6epMTe 

[yflAJlEHUE] -> [YflAJl.BCE] m h3>kmmt6 |S5§. 

0 Bbi6epMTe [flA] m h3>kmmtg |ok/func| . 
• Bee chmmkm yAaneHbi. 



YflAJl-BCE 



ABCE BYflET yfl/UlEHO 1 



HA3Afl»S 



yCTAH»|OK| 



IB 



floflcoeflkiHeHkie cpOTOKaiviepbi 



flpocMOTp Ha aKpaHe TeneBM3opa 



flnsq npocMOTpa cflenaHHbix chmmkob Ha SKpaine TeneBM3opa ncnonb3yMTe 
ayflno-BMfleo Ka6enb, kotopnm bxoamt b KOMnneKT. npocMaipuBaTb mo>kho KaK 

CHMMKM, TaK M BMfle03anMCM. 

O riepefl noflKJiKJHeHneM y6eflMTecb, hto TeneBM3op m cpOTOKaiviepa 

BblKTllOHGHbl. CoeflMHMTe yHMBepCajlbHbll/l pa3"beM CpOTOKaMepbl l/l 

BMfleoBxofl TeneBM3opa c noiviombio ayflno-BMfleo Ka6erm. 




rioflcoeAUHMTe k 
BMfleoBxofly {wejiTbm) v\ 
ayflHOBXOAy (6ejibiPi) 



KpbiLUKa pa3"beMa Ayflno-BMfleo Ka6enb 
(bxoaut b KOMnneKT) 



0 BKJiKJHMTe Te/ieBM3op m ycTaHOBMTe ero Ha npneivi BMfleocumana. 

• l/lHOpopMaL(Hfl 06 ycTaHOBKe TeneBM3opa Ha npweM BMAeocMmaria npwBeAeHa b 
MHCTpyKL(WM no 3KcnnyaTaL(HH TeneBM3opa. 

0 YCTaHOBMB flMCK pe>KMMOB B n0fl0>KGHM6 {^}, H3>KMMTG KHOnKy POWER, HT06bl 
BKJlKDHMTb CpOTOKaMepy. 

• Ha 3KpaHe TeneBM3opa OTo6pa3MTca nocneflHMfi CAenaHHbiii chmmok. C noMombio 
KnaBHiu Kypcopa Bbi6epnTe chmmkm a™ npocMOTpa. 



320 



ripnMan nenaTb (PictBridge) 



C noMOiubKD npunaraeivioro Ka6enn USB mo>kho noflKniOHMTb Kaiviepy HanpsiMyio 
k PictBridge-coBMecTMMOMy npuHTepy p,nn nena™ chmmkob. 
O B pe>KMMe npocMOTpa BbiBeflMTe Ha SKpaH chmmok, npeflHa3HaHeHHNM flnsi 
nenaTM. 

0 rioflCoeflMHMTe OflMH KOH614 npunaraeivioro Ka6ensq USB k yHMBepcanbHOMy 
pa3beMy Kaiviepbi, aflpyrow - k pa3teMy USB npuHTepa. 




KpbiLUKa pa3beMa Ka6enbUSB 



© Ha>KMMTe in/Jl. 

• HaHHHaeTcn npouecc nena™. 

• 3aKOHHHB nenaTb, OTCoeAMHHTe Ka6enb USB ot 
4>OTOKaMepbi, KorAa OTo6pa>KaeTcn SKpaH Bbi6opa 

CHHMKa. 
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flepeHOC M306pa>K6HMM 



a. YcTaHOBiiTe nporpaMMHoe o6ecneneHiie 



O BdaBbTe KOMnaKT-flMCK 0 LY M P U S 
Master 2. 

0 Windows: HawMMTe Ha KHonKy 
"OLYMPUS Master 2". 
Macintosh: flBa>Kflbi menKHMTe no 
3H3HKy "Setup". 

0 flanee cne^yi/ne MHCTpyKi^MSM Ha 
3KpaHe. 




b. noflcoeflMHMTe cpOTOKawiepy k KOMnbioTepy 

O noflcoeflMHMTe cpOTOKaiviepy k KOMnbioTepy c noMombio 
npmiaraeivioro Ka6e™ USB. 

• MOHHTOp BKTllOMMTCa aBTOMaTWHeCKH. 



yHMBepcajibHbiM pa3"beM 




KpbiLUKa pa3beMa Ka6enbUSB 

0 Bbi6epnTe Ha MOHMTope [P C ] n nawMme 



USB 



• KoiwnbioTep pacno3HaeT Kan/iepy KaK 

CbeMHblM AUCK. 
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c. riepeHecnTe chmmkm Ha KOMnbioTep 

KHonKa "flepeHecTH chmmkm" 



O nocre noflioiKDHeHMsq 

CpOTOKaMepbl OTKpOMTG 

npunoKeHne 0 LY M P U S Master. 

0 Ha>KMMTe 'TlepeHecTM chmmkm" 
b okhg npocMcnpa, a 3aieM 

H3>KMMTG "M3 CpOTOKaMepbl" V5t . 

0 flanee cneflyMTe wHCTpyKi4MHM Ha 
3KpaHe. 
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Ha 3awieTKy 



• Arm nonyneHMfl flono/iHMTenbHOM MHCpopiviauMM o HacipoMKe m SKCnnyaiauMM 

CpOTOKaMepbl CM. 'TlOnHOe pyKOBOflCTBO" Ha KOMnaKT-flMCKG. 

• flnn nonyneHnsq flononHMTenbHOM noflflep>KKM cm. cpatin "CnpaBKa" b 
nporpaMMe OLYMPUS Master. 
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flporpaMMHoe o6ecneneHne OLYMPUS Master 



nporpaMMHoe o6ecneHeHne OLYMPUS Master: 
Mcnonb30BaHne flaHHoro nporpaMMHoro o6ecneHeHnsq 
no3BonsieT 3arpy>KaTb chmmkm c Kaiwepbi, npocMaipuBaTb, 
ynopnflOHMBaTb, peryiuMpoBaTb, OTnpaBJWTb no aneKTpoHHOM 
noHTe m nenaTaTb u,ncppoBbie chmmkm, pa6oiaTb c 
BMfleo3anMCAMM, a TaioKe MHoroe npyroe! 




#CncTeMHbie TgeSogaHjig 



oc 


Windows 2000 Professional/XP/Vista MJ1M Mac OS X (vl0.3 mjim 
Bojiee no3flHan) 


npou,eccop 


Pentium III 500 MTu/PowerPC G3 500 Mru/lntel Core Solo/Duo 1.5 
ITu, mjim Sojiee no3flHne BepcuM 


RAM 


256 MB mjim 6onee 


XfeCTKMM flMCK 


500 MB CBoSoflHOro npocTpaHCTBa mjim 6onee 


CoeflMHeHne 


nopTUSB/nopTlEEE 1394 


MOHMTOp 


Pa3peiiieHMe 1 024 x 768 nMKcenew mjim Bbiwe, MMHMManbHoe 
KonMHecTBO MBeTOB - 65 536 (Windows), 32 000 (Macintosh) 
(peKOwieHflyeTca He wieHee 16 770 000 u,Be~roB) 


nponee 


Internet Explorer 6 mjim Sonee no3flHaa BepcMa (Windows), Safari 
1.0 mjim Sonee no3flHflfi BepcMa, QuickTime 6 mjim 6onee no3flHfla 
BepcMsi (Macintosh) 



fljia nojiyneHMH nocneflHeM TexHMHecKOM MHcfjopMaLiMM noceTMTe Be6-caMT 
Olympus 

(http://www.olympus.com/) 




PerncTpai4na nonb30BaTerm 



fl/isq aKTMBauMM rapaHTMM, nojiyneHMn yBeflOM/ieHMM 06 o6HOB/ieHMsqx 
nporpaMMHoro v\ MMKponporpaMMHoro o6ecneHeHMsq fljin dpoTOKaMepbi, a 
TaioKe fljin MHoro flpyroro 3aperMdpMpyMTe cboio cpOTOKaMepy bo BpeMsq 
ycTaHOBKM n pM jio>kgh ms OLYMPUS Master. 
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TexHMHecKMe xapaicrepncTHKn 



#OoTOKaMepa 

Tun M3flennfl 
CucTeMa 3anncw 
flocTyrmoe 

l~loflflep>KHBaeMbie 
CTaHflapTbi 

3ByK K CHHMK3M 

BHfleo3anncn 
riaMflTb 

KonnnecTBO chmmkob 
{npn nonHoPi 3apnflKe 
aKKyMynflTopa) 
KonnnecTBO 

acpcpeKTHBHbix nuKcenefi 
SneMeHT 3armcki 

M306pa>KeHMfl 
06"beKTHB 

CucTeMa 3aiviepa 

3KCn03ML(MH 

Bbiflep>KKa 
Pa6oHHM flnana30H 

CbGMKM 
MOHHTOp 

Bpeivm nofl3apnflKH 

BCnblLUKM 

BHeniHHPi HHTepCpGMC 
ABTOMaTUHGCKMLI 

KaneHflapb 

OnepauHOHHan cucTeMa 
TeMnepaTypa 
Bna>KHOCTb 

riHTaHMG 

Pa3Mepbi 
Macca 



L^ncppoBan cpoTOKaiviepa (flrm cteMKM h npocMOTpa) 

L^McppoBan 3anwcb, JPEG (cornacHo cTanqapiy Design rule for 
Camera File system (DCF)) 

Exif 2.2, Digital PrintOrderFormat(DPOF) F PRINT Image 
Matching III, PictB ridge 
OopMaT Wave 
AVI MotionJ PEG 
BhiyTpeHHflfl naMATb 

xD-Picture Card ot 16 M6 ao 2 l~6 (TypeH/M, Standard) 
ripniviepHO 190 

(Ha ocHOBe CTaHflapTa CIPA flrm H3MepeHna cpoKa cny>K6b[ 
sneMGHTOB nuTaHMfi) 
8 100 000 nuKcenoB 

l/2,35-flK)MMOBafl CCD-Maipnua (cpmibTp ocHOBHbix u,bgtob), 
8 500 000 nuKcenoB (o6mee) 
06"bGKTMB Olympus 6,4 - 32,0 mm, f3,3 - 5,0 
(aKBMBaneHTHO 36 - 180 mm Ha 35-mm KaMepe) 
L^HCppoBoPi 3aMep ESP, TonenHbiH 3aMep 

4 - 1/2000 ceK. 

0,7 m - oo (W/T) (HopManbHbiM) 

0,2 m - oo (W), 0,6 m - oo (T) (pe>KMM MaKpo) 

0,03 m - 0,7 m (TonbKO W) (pe>KHM cynep-MaKpo) 

2,7-flHDHMOBblM MBeTHOtl >KHflKOKpMCTaJ1JlHHeCKMM TFT-flncrineH ( 

230 000 ToneK 

npHMepHO 2 c (flnn cpaGaTbiBaHMfl Ha no/iHOM moimhoctm npii KOMHaTHOM 
TeMnepaType, c npHMeHGHUGM nonHOCTbK) 3apa>KeHHoro aKKyMynaTopa) 
yHUBepcanbHbiM pa3"beM (me3flo DC-IN flnn ceTeBoro aflanrepa, 
pa3"beM USB, me3flo A/V OUT) 
2000 - 2099 roflbi 



Ot 0°C flo 40°C (3KcnnyaTau,kifl)/0T -20°C p,o 60°C (xpaHeHne) 
Ot 30% flo 90% (3KcnnyaTau.mi)/oT 10% flo 90% (xpaHeHne) 
OflMH MOHHO-riHTMGBbivi aKKyMyrmTop Olympus (LI-42B/LI-40B) urm 
ceTeBoii aflanTep nepeMeHHoro TOKa Olympus 
96,4 mm (111) x 56,5 mm (B) x 24,0 mm (l~) (6e3 BbicTynaHDinnxHacTew) 
130 r (6e3 6aTapen n KapTbi) 



cpyHKuna "Shadow AdjustmentTechnology"(TexHonornn ocBeTneHkia TeHePi) ocHOBaHa 
Ha TexHonornn, 3anaTeHTOBaHHo£i KOMnaHneii Apical Limited. 



apical 
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IMoHHO-jiMTneBbiM aKKyiuyjiflTop (LI-42B) 



Tun H3fleriHfl 
CTaHflapTHoe 
Hanpn>KeHMe 
CTaHflapTHaa eMKOCTb 
CpoK cny>K6bi 
aKKyMynflTopa 
OnepaunoHHan CHCTeMa 
TeMnepaTypa 



Pa3Mepbi 
Macca 



MoHHO-nnTweBbiH aKKyiviynflTop 
3,7 B nod. TOKa 

740 mAh 

Okojio 300 nonHbix 3apaflOK (3aBMCMT ot npuMeHeHna) 



Ot 0°C flo 40°C (3apnflKa)/ 

ot -10°C flo 60°C (3KcnnyaTai4Hfl}/ 

ot -20°C flo 35°C (xpaHeHne) 

31,5 x39,5 x6 mm 

flpuMepHO 15 r 



>3ap5iAHoe ycrrpoMCTBO (LI-40C) 



Tpe6oBaHnn k nuTaHMK) 
Bbixofl 

l~lpOflOn>KHTeJ1bHOCTb 
3apflflKM 

OnepaunoHHan CHCTeMa 
TeMnepaTypa 

Pa3Mepbi 
Macca 



100 - 240 B nepeM. TOKa (50 - 60 
3,2 BA(100 B)-5,0BA(240 B) 
4,2 B, 200 mA nocTOAHHoro TOKa 
flpHMepHO 5 nacoB 



Ot 0°C flo 40°C (aKcnnyaTauwfl)/ 
ot -20°C flo 60°C (xpaHeHne) 
62 x 23 x 90 mm 
flpuMepHO 65 r 



KoHCTpyKMnn m TexHunecKne xapaKTepucTHKM MoryT 6biTb M3MeHeHbi 6e3 npeflBapnTeribHoro 
yBeflOMJieHHfl. 
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Mepbi npeflocTopo>KHOCTM 



A 



OCTOPO>KHO 



OnACHOCTb nOPAJKEHkia 
3J1EKTPMHECKMM TOKOM 
HE OTKPblBATb 



A 



OCTOPCDKHO: BO M3BE>KAHME nOPA>KEHMfl 3J1EKTPMMECKHM TOKOM 
HE CHUMAMTE KPblLUKy (MJ1M 3AflH1010 nAHEJIb). BHYTPM 
OOTOKAMEPbl HETflETAHEH, HWKflAIOLLIMXCfl 
B BALUEM OBCJiy>KMBAHMM. 
flOBEPbTE TEXHMMECKOE OBCnWKMBAHME 
BblCOKOKBA/lMU>ML4MPOBAHHOMy CEPBMCHOMY nEPCOHAHy 
OLYMPUS. 



A 
A 
A 
A 



OCTOPO>KHO 



BocKHMLiaTenbHbiM 3H3K, saKnKDHeHHbiti b Tpeyro/ibHMK, o6o3HanaeT B 
conpoBOflWTe/ibHoi* AOKyMeHTaMMH Ba>KHbie WHCTpyKLtww no 3KcnnyaTau,MM v\ yxofly. 



HeBbinonHeHMe peKOMeHflaunw, o6o3HaHeHHbix stmm cmmbojiom, npw ncnonb30BaHwn 
flaHHoro M3flen.ua mojkst npMBecTM k cepbesHbiM TpaBMaM wnn CMepTenbHOMy wcxofly. 



HeBbinonHeHMe peKOMeHflaMUM, o6o3HaneHHbix gtmm cmmbojiom, npw ncnonb30BaHHn 
flaHHoro M3Ae^na mokgt npwBecTH k TpaBMaM mhm CMepTenbHOMy wcxofly. 



nPEmynPE>KflEHME HeBbinonHeHMe peKOMeHflau,nw, o6o3HaHeHHbix stmm CMMBonoM, npw ncnonb30BaHwn 
flaHHoro M3flennn MoxeT npuBec™ k TpaBMaM hm3kom CTeneHM Tnxec™, noBpe>KfleHMio 
o6opyflOBaHMfl wnn noTepe u,eHHbix flaHHbix. 



OHACHO! 

BO I43EBKAHME B03rOPAHMfl MJ1M nOPA>KEHMfl 3J1EKTPMHECKMM TOKOM, HM B KOEM CJ1YHAE HE 
PA3BHPAUTE M3flEJlME. HE nOflBEPTAMTE M3flEflME B03flEMCTBMK) BOflbl M HE 3KCnfiyATMPyHTE 
EfO nPM BblCOKOI/l BJ1A)KH0CTM OKPyWAKHMEtf CPEflbl. 



i.l.l lll i l JIU. I H.MJJ.UJ.M.l !l .UJi i 

ripoHMTSMT© Bee MHCTpyKuiMM — riepefl ncnonb30BaHneM M3flennsq npoHHTaiiTe 

Bee MHCTpyKL(MM no 3KcnnyaTaL(MM. CoxpaHMTe Bee TexHunecKne pyKOBOflCTBa 

m flOKyMGHTai4MK) Ann flajibHeMiuero ncnonb30BaHMsq. 
OnncTKa — riepefl ohmctkom o6fl3aTenbHO OTCoeflMHsiMTe M3flenne ot 

oneicrpoce™. flria ohmctkm mo>kho ncnonb30BaTb ToribKO B/ia>KHyK) TKaHb. 

Henb3sq ncnorib30BaTb fl™ ohmctkm >KMflKMe v\nv\ aaposoribHbie OHMmaiomMe 

cpeflCTBa, a TaioKe jiio6bie opraHnnecKne pacTBopMTenM. 
AKceccyapbi — fl™ BaiueM 6e3onacHOCTM, a TaioKe bo M36e>KaHMe 

noBpe>KfleHMsq M3flenMsi Mcnonb3yi/iTe TonbKO aKceccyapbi, peKOMeHflOBaHHbie 

cpMpMOM Olympus. 

Bofla m BJiara — Mepbi npeflOCTopo>KHOCTM flnn Bnaro3aLflMTHbix M3flenMM 

onMcaHbi b pa3flenax o 3aiflMTe ot BnarM. 
Pa3MemeHMe — Hafle>KHO ycTaHaBnuBai/iTe M3flenMe Ha ujTaTMB, CTOMKy mtim 

6peKeT, HTo6bi M36e>KaTb noBpe>KfleHMsq M3flenMsi. 

MCTOHHMKM nmaHUfl — ["lOflKTlKDHaMTe flaHHOe M3flerine TOHbKO K TeM 
MCTOHHMKaM nMTaHMfl, KOTOpbie yKa3aHbl Ha M3flenMM. 

Mojihmm — Ecnn bo BpeMn Mcnonb30BaHMsq ceTeBoro aflanTepa nepeivieHHoro 
TOKa HaHMHaeTcn rpo3a, HeMeflneHHO BbiHbTe BMJiKy aflanTepa M3 po3eTKM. 

nocTopoHHMe npeflMeTbi — Bo M36e>KaHMe TpaBM 3anpeu4eHO BCTaBnsiTb b 
M3fleriMe MeTarinMHecKMe npeflMeTbi. 

Tenno — Hejib3H Mcnorib30BaTb mhm xpaHMTb flaHHoe M3flenne pnflOM c t8kmmm 
MCTOHHMKaMM Tenna KaK OTonnTenbHbie 6aTapen, TennoBbie 3acnoHKM, nenn m 
riK)6oe o6opyflOBaHMe mtim ycTpoMCTBa, Bbiflensnomee Tenno, b t.h. 
ycMriMTejiM CTepeocMCTeM. 
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06paujeHiie c cpOTOKaMepoti 



A OCTOPO>KHO 

# He/ib3n nojib30BaTbcn 4>OTOKaMepOM psiflOM c ropronnMM mjim 
B3pbiBOonacHbiMM rasaivin. 

# He Mcnonb3yiiTe BcnbiujKy m LED npn cbeiuxe iwonen (MJiaflem^eB, 
ManeHbKnx fleTeii m T.fl.) c 6nn3Koro paccTOHHMH. 

• ripn CbeMKe co BcnbiiuKOM pacnonarafiTe cpoTOKaMepy He 6nn>Ke 1 mot HenoBenecKnx ni/iu,. 
Cpa6aTbiBaHne BcnbiiuKM pnflOM c rna3aMM nenoBeKa MoweT npuBecTM k BpeMeHHOM noTepe 

3peHL1fl. 

# He flaBaPiTe cfroTOKawiepy fleisiM n MnafleHLjaM. 

• Bcerfla Hcnonb3yLiTe h xpaHHTe cpoTOKaMepy BHe npeflenoB flocnraeMOCTM pj\a ManeHbKwx 
p,eiei/\ h MnafleHueB bo H36e>KaHne cneflyfoinnx cuTyaui/iw, b KOTopbix ohm MoryT nonyHMTb 
cepbe3Hbie TpasMbi: 

• Pe6eH0K MO>xeT 3anyTaTbca b peMeniKe cpoTOKaiwepbi, hto npwBefleT k yqyweHkiK). 

• Pe6eH0K MO>KeT cnynaHHO npornoTHTb aKKyMynaiop, KapTbi naiviaTH nnn flpyrne MenKHe 
fleTann. 

• Pe6eH0K MO>KeT ocnermTb BcnbiiuKOM ce6n unn flpyrwx p,eiei/\, 

• Pe6eHOK MO>KeT nonyHMTb TpaBMy ot flBMjKyuuMXCH fleTaneii cpoTOKaMepbi. 

# He CMOTpMTe Ha con Hue mjim npKue jiaMnbi, Mcnonb3yn cpoTOKaMepy. 

# He/ib3?i xpaHMTb cpoTOKaMepy b nbi/ibHbix mjim BnawHbix noMeiueHMnx. 

# He HaKpbiBaMTe pyKOM BcnbiujKy bo Bpeivm ee cpa6aTbiBaHMn. 

A nPEflynPE>KflEHME 

# HeMeflneHHO npeKpaTMTe ncnonb30BaHne cpoTOKaMepbi npn nonBJieHMii 
Heo6biHHoro aanaxa, ujyMa mjim flbiMa. 

• He TporaiiTe aKKyMyrmTop roribiMH pyKaMM - Bbi MoweTe o6>KeHbca. 

# He flep>KMTe cpoTOKaMepy snaxcHbiMM pyKaMM. 

# He ocTaBJinMTe cfcoTOKawiepy b MecTax, r,qe ©Ha MOweT noflBepmyTbca 
BosfleMCTBMHD oseHb BbicoKMx TeiunepaTyp. 

• 3to MO>KeT npHBecTM k yxyfliueHMK) xapaKTepucTMK ee aneMeHTOB, a, b HeKOTopbix onynaflx, 
cpoTOKaMepa MO>xeT 3aropeTbca. He HaKpbmafiTe (HanpuMep, ofleanoM) 3apnflHoe 
ycTpoiicTBO nnn ceieBoii aflamep nepeMeHHoro TOKa bo BpeMfl ncnonb30BaHnn. 3to MO>KeT 
npHBecTM k neperpeBy n nonopy. 

# Bo M36e>KaHMe HM3K0TeMnepaTypHbix ox<oroB, o6pam,aMTecb c 

4>OTOKaMepOM OCTOpO>KHO. 

• riocKonbKy 4>OTOKaMepa coflepwm MeTannnHecKne fleTarm, ee neperpeB MoweT npwBecTH k 
HH3KOTeMnepaTypHbiM o>KoraM. ripuMUTe bo BHMMaHne cjieflyfomee: 

• ripw npoflon>KMTeribHOM Hcnonb30BaHMH cpoTOKaMepa HarpeBaeTcn. flepwa cpoTOKaMepy b 
3T0M COCTOflHHH, mo>kho nonyHMTb HM3KOTeMnepaTypHbiLi o>Kor. 

• ripw KpaMHe hh3kmx TeMnepaTypax OKpy>xaK)inei/i cpeflbi Kopnyc cpoTOKaMepbi MO>KeT 
oxnaflMTbCfl flo TeMnepaTypbi HH>Ke OKpy>KaK)ineM. ripw hm3khx TeMnepaTypax, no 
B03M0>KH0CTH r flep>KHTe cpoTOKaMepy b nepnaTKax. 

# CjieflMTe 3a pewieujKOM. 

• CneflMTe 3a peMeiuKOM, Ha kotopom bmcht cpoTOKaMepa. Oh MO>xeT nerKO 3ai4ennTbCfl 3a 
pa3fiMHHbie BbicTynafomne npeflMeTbi h CTaTb npwHUHOM cepbe3How TpaBMbi. 

# npM hm3kmx TeMnepaTypax He aepMMTecb flonro 3a MeTannnHecKwe 
fleTajin KaMepbi. 

• 3to MO>KeT npwBecTH k noBpe>KfleHHK) ko>kh. B ycnoBunx hm3kmx TeMnepaTyp pa6oTaPiTe c 
KaMepoti b nepnaTKax. 
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Mepbi npe,qocTopo>KHOc™ npii iicnoJib30Bamiii aKKywiyjiflTopa 



Bo H36e>KaHHe fipotghkh, neperpeBa, B03ropaHMfl hjih B3pbiBa aKxyMyjifiTopa, nopaweHun 
3/ieKTpMHecKMM tokom MfiM npunnHeHMfl o>i<oroB npn ero Mcnon b30BaHHM, cneayMTe 

HM/Key K33aHHblM B3>KHblM HHCTpyKU,MflM. 



A OnACHO 

• B 3tom cpoTOKaMepe wcnonb3yeTCfl noHHO-riHTneBbiM aKKyMynflTop cpupivibi Olympus. 3apn>KaMTe 
aKKyMyrifiTop c noMombK) yKa3aHHoro 3apnflHoro ycTpoiicTBa. Henb3fl Hcnorib30BaTb flpyrae 
3apaflHbie ycTpoPicTBa. 

• Henb3fl HarpeBaTb aKKyMynflTopbi hjih 6pocaTb nx b oroHb. 

• l~lpH HCnOJ1b30BaHHH MflM XpaHGHMH 3KKyMynflT0p0B CfieflMTe, HT06bl ohh He KacaiiHCb 

MeTaiinHHecKMX npeflMeTOB Twna KDBeiiHpHbix yKpaujeHufi, 6ynaBOK, 3acTe>KeK m T.n. 

• Henb3fl xpaHMTb aKKyMynflTopbi b MecTax, rfle ohm MoryT noflBepraTbca B03fle£icTBkiK) npnMbix 
conHeHHbix nynePi, BbicoKMX TeMnepaTyp b aBTOMo6nnnx, pflflOM c HCTOHHHKaMM Tenna m T.n. 

• Bo M36e>KaHne npoTeHKM aKKyMynflTopoB hjih noBpe>KfleHHfl mx BbiBOflOB, CKpynyne3HO cnenyme 
HHCTpyKUMfiM no 3KcnnyaTai4MH aKKyMynflTopoB. He nbiTaiiTecb pa36wpaTb aKKyMynflTopbi mjim 
Aopa6aTbiBaTb mx c noMOLijbK) naPiKM h T.n. 

• EcnM >KMflKOCTb M3 aKKyMynjrropa nonana b rna3a, HeMeflneHHO npoMoi/rre ma3a hmctom, 
xonoflHovi npoTOHHOM BOfloii m cpoHHO o6paTMTecb k Bpaqy. 

• XpaHMTe aKKyMynflTopbi BHe npeflenoB flocnraeMOCTM ManeHbKMX p,ejev\. Ecnv\ peSeHOK cnyHaPiHO 
npornoTun aKKyMynflTop, cpoHHO o6paTMTecb k Bpany. 

A OCTOPO>KHO 

• riocTOAHHO flep>KMTe aKKyMynflTopbi cyxMMi/i. 

• Bo M36e>KaHMe npoTeHKM, neperpeBa, B03ropaHMfl linn B3pbiBa, ncnojib3ywTe ToribKO aKKyMyriflTop, 

peKOMeHflOBaHHbIM flJlfl HCnOJlb30BaHHfl CflaHHbIM M3flenneM. 

• BcTaBnflMTe aKKyMynflTop octopo>kho, KaK onwcaHO b MHCTpyKU,LiLi no SKcnnyaTamiH. 

• Ecjih aKKyMynflTopbi He 3apfl>KaK)TCfl b TeneHMe yKa3aHHoro BpeMeHU, npeKpaTMTe 3apflflKy, n He 
Hcnorib3yHTe hx. 

• He Hcnonb3yPiTe aKKyMynflTop, ecnw oh TpecHyn hjih cnoMaH. 

• Ecnn bo BpeMfl ncnojib30BaHHfl aKKyMynflTop npoTeK, noTepfln HopManbHyio OKpacKy, 
flecpopMHpoBajicfl Linn npno6pen .qpyrne aHopManbHbie ocoSeHHOCTH, npeKpaTHTe ncnonb30BaTb 
cpoTOKaMepy. 

• Ecnn >KHflKOCTb r BbiTeKLuafl H3 aKKyMynnTopa, nonana Ha oflex^y nnn KO>Ky, HeMeflneHHO CHUMMTe 
3arpfl3HeHHyK) ofle>Kfly v\ npoMoi/rre nopaweHHbii/i ynacTOK hhctoh, xonoflHoPi npoTOHHOH boaoh. 
Ecnn ot >KHflKOCTH Ha KO>Ke ocTancfl o>Kor, cpoHHO o6paTHTecb k Bpany. 

• He noflBepraHTe aKKyMynflTopbi B03fle£icTBHK) yflapoB mw npoflon>KLiTenbHOH Bn6pauMH . 

A nPEflynPE>KflEHME 

• riepefl ycTaHOBKOM aKKyMynflTopa BHHMaTenbHO ocMOTpHTe ero Ha Hani-inne npoTeneK, 
H3MeHeHHfl OKpacKM, flecpopMaqHH wnw flpyrux aHopManbHbix npn3HaKOB. 

• Bo BpeMfl npoflon>KMTenbHoro ncnonb30BaHMfl aKKyMynflTop MO>KeT HarpeTbca. Bo H36e>KaHHe 
o>KoroB He BbiHHMaiiTe ero H3 cpoTOKaMepbi cpa3y >Ke. 

• flepefl flnMTenbHbiM xpaHeHneM cpoTOKaMepbi o6fl3aTenbHO H3BneKMTe M3 Hee aKKyMynflTop. 
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nojib30BaTejWM b EBpone 

3h3k "CE"yKa3biBaeT, hto stot npoAyKT cooTBeTCTByeT eBponeiicKMM 
Tpe6oBaHMHM no 6e3onacHoc™, oxpaHe 3AopoBba, SKonorwHecKoii 
6e3onacHoc™ v\ 6e3onacHoc™ nonb30BaTerm. OoTOKaMepbi co 3HaKOM "CE" 
npeAHa3HaHeHbi flna npofla>KW b EBpone. 

3tot CMMBon [nepenepKHyTan MycopHan ypHa WE EE Ha Konecax, 
npnjio>KeHne IV] o6o3HaHaeT pa3AenbHbifi c6op aneKTpwHecKMX v\ 

SJieKTpOHHblX OTXOAOB B POCCWM. 

riowanywcTa, He Bbi6pacbiBawTe M3Aennn b 6biTOBoii MycoponpoBOA. 
Mcnonb3yMTe CHdeMbi B03BpaTa h c6opa (ecnw TaKOBbie HMeioTcn) pjm 

yTHJlW3aLlMM OTXOAOB BbllljeyKa3aHHblX TMnOB. 

Mcnonb3yMTe TonbKO cneunanbHbiM aKKyiviyjiaTop m 3apaflHoe ycTpoMCTBO 

Mh HacTOsuenbHO peKOMeHflyeM ncnorib30BaTb TonbKO opurnHanbHbiM 
aKKyMynsqTop m 3apHo,Hoe ycipoMCTBO Olympus c flaHHOM cpOTOKaiviepoM. 
Mcnorib30BaHMe HeopurnHaribHoro aKKyMynsiTopa m/mhm 3apHD,Horo ydpoMCTBa 
mo>kgt npuBGCTM k no>Kapy nnn nonyneHi/iKD TpaBM no npunuHe yreHKM, HarpeBa, 
B03ropaHnsq nnn noBpe>KfleHM!q aKKyMynflTopa. Olympus He HeceT hwokom 
OTBeTCTBeHHOCTM 3a HecHacTHbie criynan nnn noBpe>KfleHM!q, KOTopwe MoryT 
B03HMKHyTb b pe3ynbTaTe Mcnonb30BaHnn aKKyMynsiTopa m/mhm 3apHD,Horo 
ydpoMCTBa, KOTopwe He hbjisiiotcsi opurnHanbHbiMM aKceccyapaMM Olympus. 

ToproBbie MapKM 

• IBM flBnsqeTCfl 3aperncTpnpoBaHHOM ToproBOM MapKOM International Business 
Machines Corporation. 

• Microsoft m Windows hbhshotch 3aperncTpnpoBaHHbiMM ToproBbiMM MapKaMM 
Microsoft Corporation. 

• Macintosh RsnneTCR ToproBOM MapKOM Apple Inc. 

• xD-Picture Card™ RBmeicn ToproBOM MapKOM. 

• OcTaribHbie Ha3BaHnsq KOMnaHMM m npoflyKTOB hbhsiiotcsi ToproBbiMM MapKaMM 

M/nriM 3aperMCTpnpOBaHHblMM TOprOBbIMM MapKaMM COOTBeTCTByKJlUMX 

BnaflenbL(eB. 

• B HacTOflinew MHCTpyKunn npwHHTbi daHflapTbi cpatinoBbix cucieM cpOTOKaMep 
"Design Rule for Camera File System/DC F", ycTaHOBjieHHbieJ apan Electronics 
and Information Technology Industries Association (J EITA). 
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ycnoBMfl rapaHTMM 

1. Ecnn b H3flennn o6Hapy>KMBaeTCfl HeMcnpaBHOCTb BTeneHMeflByxjieTOTflaTbi noKynKM, npn ycnoBHH, 

HTO OHO MCnOJlb30BanOCb KOppeKTHO (B COOTBeTCTBMM C neHaTHblM pyKOBOflCTBOM v\ flpyrHMH 

yKa3aHHAMM no SKcnnyaTaqHH, npunaraeMbiMn k H3flennK)), 6bino KynneHO y aBTopn30BaHHOro 
flMCTpn6bK)Topa Olympus Ha TeppHTopnw fleaTenbHocTM Olympus Imaging Europa GmbH b 
cooTBeTCTBMG ctgm, KaK 3to oroBopeHO Ha Be6-y3Tie http://www.olympus.com, oho SyqeT no peweHMKO 
Olympus SecnnaTHO OTpeMOHTHpoBaHO mjim 3aMeHeH0. flnfl nojiyneHMH ycnyr no flaHHoPi rapaHTMM 
Bnafleneu, flOJiweH npefltflBMTb M3flejiMe m flaHHbiM rapaHTMMHbiM cepTMCpMKaT flMnepy, y KOToporo 
M3flenHe 6bino KynneHO, mjim b jik)6om cepBMCHbiM u,ghtp Olympus Ha TeppMTopMM fleaTenbHOCTM 
Olympus Imaging Europe GmbH (b cootbstctbmg c Tewi, kbk 3to oroBopeHO Ha Be6-y3Jie http:// 
www.olympus.com) flo OKOHHaHMH flByxneTHero rapaHTMM Horo cpoKa. B TeneHMe cpoKa flePicTBMfl 
oflHoneTHePi BceMHpHoPi rapaHTMM BTiafleneu, MMeeT npaBO npefltHBMTb M3flejiMe b juoGom cepBMCHbiM 
u,eHTp Olympus. 06paTMTe BHMMaHMe, hto cepBMCHbie u,eHTpbi Olympus oTKpbiTbi He bo Bcex cTpaHax. 

2. TpaHcnopTMpoBKy M3fleriMfl b cepBMCHbiM u,em"p mjim KflMTiepy Olympus BJiafleneu, ocym,ecTBJ~ifleT 
caMOCTOATenbHO, Hecn Bee CBfl3aHHbie c stmm pacxoflbi m pmckm. 

3. B nepeHHcneHHbix HM>Ke cnynaflx flaHHaa rapaHTMH He flePicTByeT, m BJiafleneu, onnaHMBaeT peMOHT 
3a cbom cneT, flawe ecnM peMOHT npoBefleH flo MCTeneHMfl yKa3aHHoro BbiLue rapaHTMMHoro cpoKa. 

(a) HeMcnpaBHOCTb M3-3a HenpaBMnbHoro Mcnorib30BaHMfl (HanpMMep, fleMCTBMfl, He 
ynoMAHyToro b yKa3aHMnx no 3KcnnyaTau,MM m flpyrMX pa3flenax pyKOBOflCTBa m t. n.). 

(b) HeMcnpaBHOCTb b pe3ynbTaTe peMOHTa, MOflMcpMKau,MM, hmctkm m flpyrMX flei/icTBMM, npoM3BefleHHbix 
c M3,qe/iMeM KeM-JiM6o, KpoMe Olympus m aBTopii30BaHHbix cepBMCHbix qeHTpoB Olympus. 

(c) HeMcnpaBHOCTb mjim noBpe^eHwe BCTieflCTBMe TpaHcnopTMpoBKM, nafleHMfl, yqapa h t. p,. 
nocne npno6peTeHHfl M3flennq. 

(d) HeMcnpaBHOCTb mjim noBpe>KfleHMe BoneflCTBwe no>Kapa, 3eMneTpnceHMfl, HaBOflHeHMH, 
yparaHa h flpyrMX CTMXMMHbix SeflCTBMM, 3arpn3HeHMfl OKpy>KaK)LU,eM cpeflbi h nepenaflOB 
Hanpn>KeHHfl b ajieiapoce™. 

(e) HeMcnpaBHOCTb b pe3yribTaTe He6pe>KHoro mjim HenpaBMJibHoro xpaHeHMfl (HanpMMep, b 
ycnoBMflx bncokom TeMnepaTypbi mjim BJiawHOCTM, b6jim3m penenneHTOB HaceKOMbix, TaKMX 
KaK HacpTariMH, onacHbix npenapaTOB m t. n.), HenpaBMTibHoro yxofla m t. fl. 

(f) HeMcnpaBHOCTb b pe3ynbTaTe MCTOLqeHMfl 3apafla 3JieMem"0B nMTaHMfl. 

(g) HeMcnpaBHOCTb M3-3a nonaflaHHn BOBHyTpb Kopnyca M3flenMfl necKa, rpn3M m t. n. 

(n) OTcyTCTBMeflaHHoro rapaHTMMHoro ce pTMCpH KaTa npM npefltflBJieHMM M3flejiMHflj-m peMOHTa. 
(i) BHeceHMe M3MeHeHMM b rapaHTMMHbiM cepTMCpMKaT OTHOCMTenbHO ro,qa, Mecflqa mjim flaTbi 

noKynKM, MMeHM BJiaflejibu,a, Ha3BaHMfl flMJiepa mjim cepMMHoro HOMepa. 
(j) OTcyTCTBMe flOKyivieHTa, noflTBep>KflaK)m,ero cpaKT noKynKM, npM npefltflBJieHMM flaHHoro 

rapaHTMMHoro cepTMOpMKaTa. 

4. flaHHaa rapaHTMfl pacnpocTpaHaeTca TOJibKO Ha caivio M3flenMe; rapaHTMa He pacnpocTpaHaeTca 
Ha aKceccyapbi, HanpMMep, nexon, perwieujoK, 3aLU,MTHyio KpbiujKy o6teKTMBa m eneMeHTbi nMTaHMa. 

5. 06fl3aTenbCTBa Olympus noflaHHOM rapaHTMM orpaHMHUBaroTcn MCKnioHHTenbHO peMOHTOM m 3aweHOM 
M3flejiMfl. McKnioHaeTCfl KaKan-Jin6o OTBeTCTBeHHOCTb 3a npnivibie mjim KOCBeHHbie yGbiTKM m noBpe>KfleHMn, 
noHeceHHbie BJiaflenbqeM M3-3a HeMcnpaBHOCTM M3flenMn, b nacTHOCTM, 3a yGbiTKM m noBpe>KfleHMe k3kmx- 
jim6o o6"beKTMBOB, cpoTonneHOK m flpyroro oGopyflOBaHMfl m aKceccyapoB, Mcnonb3yeMbix c M3AenneM, a 
Taione ySbiTKM m noBpe>KAeHMfl M3-3a 3aflep>KKM peMOHTHbix paSoT m yTepM KaKOM-nn6o MHCpopMaqMM. 
flaHHbiM nyHKT He orpaHMHMBaeT nojio>KeHMM fleMCTByjomero 3aKOHOflaTejibCTBa. 

npuMenaHkia no ucnojib30BaHMK> rapaHTMM 

1. flaHHaa rapaHTMfl fleficTBMTejibHa TOJibKO b cjiynae KoppeKTHoro 3anojiHeHMfl rapaHTMMHoro 
cepTMCpMKaTa 0 lympus mjim aBTopM30BaHHbiM flMnepoM, mjim b cnynae HariMHMfl APyrwx flOKyMeHTOB, 
coflep>KaLLJ,MX flocTaTOHHbie flaHHbie. B rapaHTMMHOM cepTMCpMKaTe aojdkho 6biTb yKa3aH0 Bame mma, 
Ha3BaHMe flMJiepa, cepMMHbiM HOMep, rofl, Mecflu,MflaTa noKynKM. B npoTMBHOM cnynae KHeMyflon>KeH 
npMJiaraTbca opMTMHaji cneTa-cpaKTypbi mjim TOBapHoro neKa (c yKa3aHMeM Ha3BaHMn flMJiepa, flaTbi 
noKynKM m TMna M3flenMfl}. Olympus MMeeT npaBO OTKa3aTb b 6ecnjiaTHOM cepBMCHOM o6cjiy>KM BaH mm , 
ecjiM rapaHTMMHbiM cepTMCpMKaT HeBepHO 3anonHeH, k HeMy He npMJiaraeTca o^mh M3 BbiujeyKa3aHHbix 
flOKyMeHTOB mjim ecnM npeflCTaBJieHHan MHCpopMau,Mfl flBJiaeTcn HenojiHOM mjim HeflocTOBepnoM. 

2. riocKOJibKy rapaHTMMHbiM cepTMCpMKaT He BbiflaeTcn noBTopHO, xpaHMTe ero b Hafle>KHOM MecTe. 
* CBefleHMfl 06 ynonHOMoneHHOM Me>KflyHapoflHOM cepBMCHOM ceTM Olympus CMOTpMTe b cnMCKe 

Ha BeS-caiiTe: http://www.olympus.com. 
3anBJieHne o rapaHTMMHbix o6n3aTenbCTBax 

B flaHHOM nenaTHOM npoflyicre m nporpaMMHOM oSecneneHMM, a TaioKe OTHOCMTenbHO mx, Olympus He flenaeT 

HMK3KMX npflMblX MJIM KOCBeHHblX 3aflBJieHMM MJIM rapaHTMM. OlympUS He HeceT OTBeTCTBeHHOCTM no K3KMM- 

jim6o npeflnojiaraeMbiM rapaHTMfiM npM noKynKe, no opMrMHajibHOMy cneTy-cpaKType, TOBapHOMy m KaccoBOMy 
neKy, npMMeHMMOCTM Ann KaKOM-JiM6o u,ejiM, a TaioKe npnMbiM, KOCBeHHbiM m cnynaMHbiM noBpe>KfleHMnM (b tom 
HMCJie, ho He orpaHMHMBancb, HenojiyneHMeM floxoflOB npeflnpMATMfiMM, npenaTCTBMfiMM k MXfleflTenbHOCTM m 
noTepew pabonew MHCpopMaqMn), B03HMKaKom,MM b pe3ynbTaTe ncnojib30BaHMfl mjim h6bo3mo>khoctm 
Mcnojib30BaHMa flaHHoro nenaTHoro npoflyiaa m nporpaMMHoro oGecneneHMfl. 3aK0H0flaTenbCTB0 HeKOTopbix 
CTpaH He npeflycMaTpMBaeT OTMeHbi mjim orpaHMHeHMa OTBeTCTBeHHOCTM no KOCBeHHbiM m cnynaMHbiM 
noBpe>KfleHMnM, nosTOMy BbiLueM3no>KeHHbie orpaHMHeHMn Moryr He npMMeHATbca k BaM. 
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